v.f Ts-- 



..1 f f.-....-....: 
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PROPERTY NO._^2Z£ <*«» ., ,,„fiWWP„ „■»,« 

poolcode . ^^fe j- wmmm~^MnmZZZZ 

trrrnr.TF 7"'*^ 



District 1 

1625 N. French Dr., Hobbs, NM 88240 
District 11 

81 1 South First, Artesia, NM 88210 
District III 

1000 Rio Brazos Rd., Aztec, NM 87410 
District IV 

2040 South Pacheco, Santa Fe, NM 87505 



State of New Mexico 
Energy, Minerals & Natural Resources 

OIL CONSERVATION DIVISION 
2040 South Pacheco 
Santa Fe, NM 87505 



Form C-104 
Revised March 25, 1999 

Submit to Appropriate District Office 
5 Copies 

□amended REPORT 



1 Operator name and Address 

EOG Resources, Inc. /-\ 
P.O. Box 2267 lj> 
Midland. TX 79702 


2 OGRID Number 
7377 


3 Reaso 
Name chg only 


n for Filing Code 
3-1-00 


4 API Number 
30-025-08113 


^Pool Name 
Red Tank Delaware (West) 


6 Pool Code 
51689 


'Property Code 


8 Property Name 
Red Tank BT Federal 


^/Veil Number 
2 


II. lu SurfaceL 


ocation 






UL or lot no. 
N 


Section 

14 


Township 
22S 


Range 
32E 


Lot Idn 


Feet from the 
542 


North/South Line 
South 


Feet from the 
1958 


East/West line 
West 


County 

Lea 




"Bottom H 


ole Location 






UL or lot no. 


Section 


Township 


Range 


Lot. Idn 


Feet from the 


North/South Line 


Feet from the 


East/West tine 


County 


"Lse Code 


"Producing Method Code 


14 Gas Connection Date 


15 C-129 Permit Number 


ie C-1 29 Effective Date 


17 C-129 Expiration Date 



18 Transporter 
OGRID 


1 transporter Name 
and Address 


20 POD 


21 0/G 

S3 


22 POD ULSTR Location 
and Description 













IV. Produced Water 



^POD 



24 POD ULSTR Location and Description 



25 Spud Date 


26 Ready Date 


if TD 


<°PBTD 


^Perforations 


^DHC, MC 


31 Hole Size 


32 Casinq and Tubing Size 


•"Depth Set 


^Sacks Cement 



































3;> Date New Oil 


36 Gas Delivery Date 


3 'Test Date 


■"Test Length 


39 Tbg. Pressure 


40 Csg. Pressure 


41 Choke Size 


* 3 Oil 


43 Water 


^Gas 


"AOF 


46 Test Method 


47 l hereby certify that the rules of the Oil Conservation Division have been compiled with 
and that the information given above is true and complete to the best of my knowledge 

and belief. 

Signature: _ y 

^SsZ*^ //^^^ 


1 OIL CONSERVATION DIVISION 
Approved by: , , , /ts 


Printed Name: 

Mike Francis 


pel " — - ^ 



Agent 



Date: 



5/9/00 



| Phone: 915-686-3714 ' 



s lf this is a change of operator fill in the OGRID number and name of the previous operator 



Previous Operator Signature 



Printed Name 



Title 



Date 



District I 

1625 N. French Dr., Hobbs, NM 88240 
District II 

81 1 South First, Artesia, NM 88210 
District HI 

1000 Rio Brazos Rd., Aztec, NM 87410 
District IV 

2040 South Pacheco, Santa Fe, NM 87505 

I. REQUEST F 



State of New Mexico 
Energy, Minerals & Natural Resources 

OIL CONSERVATION DIVISION 
2040 South Pacheco 
Santa Fe, NM 87505 



Form C-104 
Revised March 25, 1999 

Submit to Appropriate District Office 
5 Copies 

□ AMENDED REPORT 



1 Operator name and Address 

E0G Resources, Inc. 

P. 0. Box 2267 ( 
Midland, Texas 79702 


2 OGRID Number 
7377 

-L|/ 3 Reason for Filing Code 

- ch. "4-i-2nnn 


4 API Number 

30-0 25-08113 


5 Pool Name 

ftgd Tdrrk; Delaware, -West— - 




7 Property Code 

10 


» Property Name 

Red Tank Federal 


9 Well Number 
7 



II. 



Surface Location 



UL or lot no. 
N 


Section 

14 


Township 

22S 


Range 

32E 


Lot. Idn 


Feet from the 

542 


North/Soulii Line 

South 


Feet from the 

1958 


East/West line 

West 


County 

Lea 


n 


Bottom 


Hole Loc 


ation 






UL or lot no. 


Section 


Township 




Range 


Lot. Idn 


Feet from the 


North/South Line 


Feet from the 


East/West line 


County 


12 LseCode 


13 Producing Method Code 


14 Gas Connection Date 


15 C-129 Permit Number 


16 C- 1 29 Effective E 


)ate 


17 c- 


129 Expiration Date 



III. Oil and Gas Transporters 



18 Transporter 
OGRID 


'9 Transporter Name 
and Address 


20 POD 


21O/G 


22 POD ULSTR Location 
and Description 










SWD 




IV. Produced Water 




POD 



24 POD ULSTR Location and Description 



V. Well Completion Data 



25 Spud Date 



26 Ready Date 



31 Hole Size 



27 XD 



32 Casing & Tubing Size 



28 PBTD 



Perforations 



33 Depth Set 



30 DHC, MC 



34 Sacks Cement 



VI. Well Test Data 



35 Date New Oil 


36 Gas Delivery Date 


37 Test Date 


38 Test Length 


39 Tbg. Pressure 


40 Csg. Pressure 


4 ' Choke Size 


42 Oil 


43 Water 


44 Gas 


45 AOF 


46 Test Method 


i nereoy certity that the rules of the Oil Conservation Division have been 
complied with and that the information given above is true and complete to the 
best of my knowledge and belief. 
Signature: f 


OIL CO 

Approved by: 


NSERV ATION DF 


VISION 


Printed name: 

Mike Francis 

Title: 


Title: 







Agent for EOG Resources. Inc 

Date: 



Phone: 



915-686-3714 



approval uate: 



If this is a change of operator fill in the OGRID number and name of the 



previous operator 



Previous Operator Signature 



OGRID #26485, Burlington Resources Oil & Gas Co / 

Rick Galleons I anrlmfln ' ^iT^ it) 



Printed Name 



Title 



Date 



district I 

?0 Box 1980. Hobbs. NM S824M980 

District II 

S 1 1 S. In Strew. Artesu. >M 88210-2834 
District III 

1000 Rio Brazos Rd.. Ait«. >M 87410 
Dtrtnct IV 

PO Box 2088. Santa Fe. NM 87504-20*8 



State of New Mexico ^ 
*ev, Minerals & Natural Resources Department 



OIL CONSERVATION DIVISION 
P.O. Box 2088 
Santa Fe, NM 87504-2088 



FonnC-104 
Revised February 10, 1994 
Instructions on back 
Submir to Appropriate District Office 
5 Copies 



I. 



Lj amended report 
REQUEST FOR ALLOWABLE AND AUTHORIZATION TO TRANSPORT 



Operator name and Address 

Burlington Resources Oil and Gas ComDany 

P.O. Box 5:810 

Midi ana. "X 79710-1810 



OGRID Number 
126485 



AO&AG 
11-1-96 



Reason tor Filing Code 

CH 8-1-96 



API NumDer ~ /Eooi Name 

20-025- 08113 i Red Tank Delaware, West — * 



G Pool Code 



Propeny Code 
014795 



* Properly Name 
RED TANK FEDERAL "Sffg 



* Well Number 



n. 



Surface Location 



UL or loi no, | Section 
N 1 14 


Township 

022S 


Range 

032E 


Lot. Idn 


Feel from the 
542 


Nonh/Souih Line 

S 


Feet from the 
1958 


East; West line 
W 


County 
LEA 


Bottom Hole Location 


UL or loc no. 


Section 


Townsnip 


Range 


Lot. Idn 


Feet trom the 


North/South Line 


Feet from the 


East/West line 


Countv 


Lse Code 
FED 


:3 Producing Method Code 
inj ector 


14 Gas Connection Date 


5 C-129 Permit Number 


6 C-129 Effective Date 


17 C-129 Expiration Date 



in. Oil and Gas Transporters 



s Transporter 


Transporter Name 


:o POD 


21 O/G 


» POD ULSTR Location 


OGRID 


and Address 






and Description 

— I 


37480 


EOTT Energy 




Q 






GPksgtfg? Corp. 




IV. Produced Water 



POD 



24 POD ULSTR Location and Description 



V. Well Completion Data 



25 Spud Date 


26 Ready Date 


2^ TD 


28 PBTD 


29 Perforations 


30 Hole Sic 


21 Casing & Tubing Size 


32 Depth Set 


33 Sacks Cement 



































VI. Well Test Data 



* Date New Oil 


33 Gas Delivery Date 


36 Test Date 


37 Test Length 


38 Tbg. Pressure 


39 Csg. Pressure 


40 Choke Size 


41 Oil 


42 Water 


° Gas 


44 AOF 


45 Test Method 


46 I hercbv cemfv that the rules of the Oil Conservation Division have been 
complied with and thai the ii^brrMUon given above^is true and complete to 
the best m^rrfv^piowtedge ^d^ruer^^, , / 


A 


OILC 

pproved bv: QiU&-'-. 


ONSERVATION DIV 


ISION 

S£XTON 


PrtTuca n>m^ 

Aly^^T Mclnturff 


£0 


Title: 



i me: 

Acctg. Asst. 


Approval Date: 1411 A A 4MT7 

wWl Vv lOTf 


Dale 11-1-96 : Ph °" e; 915-688-6891 




$p#jf «i ^nanee ol^^rjKjy^n injjy QGJilD nu.mocr and name ot the p 

( /^-cV? y - ^ ?yl-cr-/*t Meridian 


revious operator 

Oil Inc. OGRID #026485 Acctg. Asst. 


10-3-96 


^ Previous Operator Siena^tf/' 


Printed Name Title 


Date 



Form 3160-5 
(June 1990) 



UNITED STATES 
DEPARTMENT OF THE INTERIOR 
BUREAU OF LAND MANAGEMENT 



vie I ' H^R^^pRovei 



SUNDRY NOTICES AND REPORTS ON WELLS 

Do not use this form for proposals to drill or to deepen or reentry to a different reservoir. 

Use "APPLICATION FOR PERMIT - " for such proposals 



►PROVED 
Budget Bureau No. 1004-0135 
Expires: March 31, 1993 



5. Lease Designation and Serial No. 

JM 77058 



6. If Indian, Allottoe or Tribe Name 



SUBMIT IN TRIPUCATE 



7. If Unit or CA, Agreement Designation 



I. TypeoprVell 



^S^ll DweH Kl Other cO/SpeSoJ 
* 2. Name of Operator ' 



of Operal 

MERIDIAN OIL INC. 



8. Well Name and No. 

RED TANK FEDERAL NO. 2SWD 



3. Address and Telephone No, 

P.O. Box 51810, Midland, TX 79710-1810 915-688-6943 



9. API Well No. 

30-025-08113 



4. Location of Well (Footage, Sec., T. , It, M., or Survey Description) 

542' FSL & 1958' FWL 
SEC. 14, T22S, R32E 



10. Field and Pool, or exploratory Area 

-WEST-REB~TAHK DEL/fcBG- 



11. County or Parish, State 

LEA NM 



CHECK APPROPRIATE BOX(s) TO INDICATE NATURE OF NOTICE, REPORT. OR OTHER DATA 



TYPE OF SUBMISSION 



TYPE OF ACTION 



□ 

Notice of Intent 
Subsequent Report 

□ 

Final Abandonment Notice 



□ 

Abandonment 
I [ Recompletion 
Plugging Back 

□ 

Casing Repair 

D Altering Casing Q Conversion to Injection 

E othc, INJECTION INTFRVAI S l~l Dispose Water 

(Note: Report results of miltiple conipleJion an Well 
Completion or Recompletion Report and Log form.) 



□ 

Change of Plans 
New Construction 

□ Non-Routine Fracturing 

□ Water Shut-Off 



13. Describe Proposed or Completed Operations (Clearly state all pertinent details, and give pertinent dates, including estimated date of starting any proposed work. If well is directionally drilled 
give subsurface locations and measured and true vertical depths for all markers and zones pertinent to this work.)* 



MERIDIAN OIL INC. AMENDED THE PERMIT SWD-560 
(LOWER BELL CANYON) 



INJECTION INTERVALS ONLY TO 4900' - 6080- 



REPERF'D WELL AS FOLLOWS: 

3/3/95: RIH W/GUN, PERF 4 JSFP <a 5382' -5602' (769 HOLES) 
3/4/95: PMPED 250 GLS XYLENE & 250 GLS ACID WASH ACROSS PERFS. 
15XNEFE HCL RESI-SOL ACID. 

3/5/95: RESET PKR @ 5342'. TURNED BACK TO INJECTION. 



ACIDZED PERFS W/12000 GLS 



AC CEPTED FQR RECO RD 



6 1995 



CARLSBAD, NEW MEXICO! 




Approved by 

Conditions of approval, if any: 



Irtp—Ls » l a LT^"m n ■t'sTu' ! riSic , ,l , o J 'n ,KrSO " """^ " " ^ " ° f U " ited S * teS «* f ""' toiti ™ ° r «-»— 



* See Instruction on Reverse Side 



GENERAL INSTRUCTIONS 



This form is designed for submitting proposals to perform certain well operations, and reports of such operations when completed, as indicated, on Federal 
and Indian lands pursuant to applicable Federal law and regulations, and, if approved or accepted by any State, on all lands in such State, pursuant to 
applicable State law and regulations. Any necessary special instructions concerning the use of this form and the number of copies to be submitted, 
particularly with regard to local area, or regional procedures and practices, either are shown below or will be issued by, or may be obtained from, the local 
Federal and/or State office. 



SPECIFIC INSTRUCTIONS 



Item 4 - If there are no applicable State requirements, locations on Federal or Indian land should be described in accordance with Federal requirements. 
Consult local State or Federal office for specific instructions. 

Item 13 - Proposals to abandon a well and subsequent reports of abandonment should include such special information as is required by local Federal and/or 
State offices. In addition, such proposals and reports should include reasons for the abandonment; data on any former or present productive zones, or other 
zones with present significant fluid contents not sealed off by cement or otherwise; depths (top and bottom) and method of placement of cement plugs; mud 
or other material placed below, between and above plugs; amount, size, method of parting of any casing, liner or tubing pulled and the depth to top of any 
left in the hole; method of closing top of well; and date well site conditioned for final inspection looking to approval of the abandonment. 



NOTICE 

The.Privacy Act of 1974 and the regulation in 43 CFR 2.48(d) provide that you be furnished the following 
information in connection with information required by this application. 

AUTHORITY: 30 U.S.C. 181 et seq M 351 et. seq., 25 U.S.C. et. seq.; 43 CFR 3160. 

PRINCIPAL PURPOSE - The information is to be used to evaluate, when appropriate, approve applications, 
and report completion of secondary well operation, on a Federal or Indian lease. 

ROUTINE USES: 

(1) Evaluate the equipment and procedures used during the proposed or completed subsequent well 
operations. 

(2) Request and grant approval to perform those actions covered by 43 CFR 3 162.3-2(2). 

(3) Analyze future applications to drill or modify operations in light of data obtained and methods used. 

(4)(5) Information from the record and/or the record will be transferred to appropriate Federal, State, local 
or foreign agencies, when relevant to civil, criminal or regulatory investigations or prosecutions. 

EFFECT OF NOT PROVIDING INFORMATION - Filing of this notice and report and disclosure of the 
information is mandatory once an oil or gas well is drilled. 

The Paperwork Reduction Act of 1980 (44 U.S.C. 3501 et seq.) requires us to inform you that: 

This information is being collected in order to evaluate proposed and/or completed subsequent well 
operations on Federal or Indian oil and gas leases. 

This information will be used to report subsequent operations once work is completed and when requested, 
to obtain approval for subsequent operations not previously authorized. 

Response to this request is mandatory only for the specific types of activities specified in 43 CFR Part 3 160. 



BURDEN HOURS STATEMENT 

Public reporting burden for this form is estimated to average 25 minutes per response, including the time for 
reviewing instructions, gathering and maintaining data, and completing and reviewing the form. Direct 
comments regarding the burden estimate or any other aspect of this form to U.S. Department of the Interior, 
Bureau of Land Management, (Alternate) Bureau Clearance Officer, (WO-771), 18 and C Streets, N.W., 
Washington, D.C. 20240, and the Office of Management and Budget, Paperwork Reduction Project 
(1004-0135), Washington, D.C. 20503. 



Form 3160-5 
(June 1990) 



UNITED STATES 
DEPARTMENT OF THE INTERIOR 
BUREAU OF LAND MANAGEMENT 



N.M. . CONS. COMMISSION 
P.O. BOX 1980 

HOBBS, NEW f EXIC^.^*^™^, 

Expire: March 31. P93 



SUNDRY NOTICES AND REPORTS ON WELLS 

Do not use this form for proposals to drill or to deepen or reentry to a different reservoir 
Use "APPLICATION FOR PERMIT—" for such proposals 



5. Lease Designation tad Serial No. 
NM 77058 



6. If Indian, Allottee or Tribe Nam 



SUBMIT IN TRIPLICATE 



7. If Unit or CA, Agreement Designation: 



I. Type of Weil 

□well Dw5l □oth.r DISPOSAL 



2. Name of Operator 
MERIDIAN OIL INC. 



«. Well Name and No. RED TANK 
FEDERAL » 2 SWD 



3. Address and Telephone No. 

P.O. Box 61810 Midland, TX 79710 



4 ' SEC? 14? T^2s! t R32fe T ' * ' M ' * ^ 
542' FSL & 1958' FWL 



915-688-6943 



9. AW Well No. 
30-025-08113 



10. Field and Pool, or Exploratory Ana 
l WE S T RED" TANK DEL/U9- 



11. County or Pariih, State 
LEA COUNTY, NM 



CHECK APPROPRIATE BOX(s) TO INDICATE NATURE OF NOTICE, REPORT, OR OTHER DATA 



TYPE OF SUBMISSION 



TYPE OF ACTION 



O Notice of Intent 

[Xl Subsequent Report 

O Final Abandonment Notice 



a 

Q Recompletion 
D P1ug|ing Back 
Q Cuing Repair 
Q Altering Casing 

ED Other CASING OTEGRITY TEST 



Q Change of Plans 

U New Construction 

I — I Non-Routine Fracturing 

D Water ShuKhT 

O Conversion to Injection 

O Dispose Water 

(Now; Report m«to of mMfk n m fUm iet m Wc> 



five subsurface Iocumiu ind measured ind true vertical depths fix til nutters snd lonu imttaeM la *U work pwpostd wmc irweD U dlractkmlv drOted, 

PLEASE FIND ATTACHED THE CHART FROM THECASING INTEGRA FesT THE TEST WAS WITNESSED BY THE HOBBS/BLM 

OFFICE. * 





Titu PRODUCTION ASSISTANT 



7/15/94 



(This space for Federal or Stile office use) 



Approved by 

Conditions of approval, if any: 



Title. 



Date. 



•Sot Instruction on Rmm Sid* 



iorm jittM 
(CXioHer 1990) 



U TED STATES ' p n* Rf i qhij ' "i ""iFiwni 

DEPARTMtNT OF THE INTERIOftoB^flttElil JWMrffett 
BUREAU OF LAND MANAGEMENT , "OBBS,.RBB*itBj*. «— — « 




WELL COM PLETION OR RECOMPLETION REPORT AMl> LOG * 

is, TO1 6» WELL: 



k TYPE OF COMPLETION: 
new r— | work I — | 

well UJ mm I I 



• H. ["J (AH J— | 
WELL I I H KM. L_) 



□ 



Other 



Disposal 



dkki 

EX 



dipp. 

B.KMVR 



2. 



Meridian Oil Inc. 

3. ADDRESS AND TELEPHONE NO. ~ 

P.O. Box 51810 Midland, Texas 79710-1810 



-ArLS 



4. location or well {Report location clearly and in accordance with 

At surface 542 » FSL & 1958' FWL 

At top prod, interval reported below 
At toUl depta 



10. PIELD AMD POOL, Ot WILDCAT 

with an* State reauirementl)* ^^-^pp j J oCt Red Tank * Del/ijB€~ 



IS. DATE SPUDDED 

6/10/94 



14. PERMIT NO. 



16. DATE T.D. REACHED 

6/21/94 



M. TOTAL MRI, m < rn 

6167* 



17. date com pl. (Ready to prod.) 

7/1/94 



DATE ISSUED 

1 4/18/94 



,OVED 

IB NO. 1404-0137 

31. 1991 



ITIOM AMD SERIAL NO. 

NM 77058 



6. tr INDIAN. ALLOTTEE OB TBI BE XAMB 



7. t'NIT AGREBUENT NAME 



•. FARM OR LEASE NAME, WELL NO. 

Red Tank Federal # 2 SWD 

9. Aft WELL HO. 

30-025-08113 



11. SEC, T., M., OB BLOCK AND SURVEY 
OB AREA 

Sec. 14, T22S, R32E 



12. COUNTY OB 
PARISH 

Lea 



18. ELEVATIONS (DP, BKB. IT, 43 B, ETC.) * 



11. PLUO. BACK TJL. MD A TVD 

6109' 



22. ip milt1ple com pl., 
how want* 



la. ETATE 

NM 



19. BLEV. CASINO HEAD 



24. PBODLCINO INTERVAL (S), OP TRIE COMPLETION — TOP, BOTTOM. NAME (MD AND TVD) * 

5744' -6066' (Lower Bell Canyon/Disposal Interval) 



23. INTERVALS ROTARY TOOLE 

DRILLED BY 

» | 0-TD | 



CABLE TOOLE 



26. TYPE ELECTRIC AND OTHER LOGS El'* 

w/A 



28. WAS DIRECTIONAL 
SURVEY. MADB 

No 



27. WAS WELL CORED 

WO 



2S. 



CASING SIZE/GRADE 



8 5/8" 



5 1/2" 



CARING RECORD (Report all string* tet to terll) 



WEIGHT, LB./PT. 



32# 



15. 5# 



DEPTH SET (MD) 



312' 



6167' 



HOLE BIBB 



7 7/8" 



l OP OF CEMENT. CEMENTING RECORD 



Unk. Quantity 04- 



JJHKl^sxs-Orig. Compl. 



1477 jsxs this re-entry surf 



AMOUNT PULLED 



surf. 



surf. 



29. 




LINER RECORD 






30. 


TUBING RECORD 




•IEE 


TOP (MD) 


BOTTOM (MD) 


SACKS CEMENT* 


SCREEN ( MD) 


SIZE 


DEPTH EST (MD) 


PACKER SET (MD) 














5694' 


5694* 


•4 

















5744 1 -6066 1 (4 jspf) 




12. 



ACID. SHOT, FRACTURE. CEMENT SQUEEZE, ETC 



DEPTH INTEBYAL (MD) 



5744 T -6066' 



AMOUNT AND KIND OP MATERIAL USED 



A w/1450 gls lh% NEFE HC1 



PRODrCTION 



DATS PIRST PRODUCT! 

N/A 


ION 


PRODLCT 


(ON method {Flowino, em lift, pimping— eise and type of pump) 


well statue (Producing or 
•hut-in) 


DATE OP TEST 


HOURS TESTED 


CHOKE SUE 


PROD'N. POK OIL — BEL. flA i(_j, rr . 
TEST PEBIOD | | 


WATER — EEL. 

1 


OAS-OIL RATIO 


PLOW. TUEDTS PRESS. 


CASINO PRESSURE 


CALCULATED 
24 -HOUR RATE 


OIL — BEL. OAS MCP. WATfcR- 

1 1 


-BBL. 




OIL OBAYITY-AP1 (COBB.) 


«. uispusjtiun or OAS {BOia, mm jor fuel, vented, etc. ) 
N/A 

30. LIST OP ATTACHMENTS ~ 1 — - 


TEST WITHE 


SEED BT 



SIGNED 




attached Information Is complete tod correct ai determined from all avslUble records 

Production Assistant 7/15/94 



DATE 



*(Stt Instructions and Spacts for Additional Data on Revert* Side) 

U^tod 1 ^;!.^^!^ l r °h 4 " akM ? ■ S ri . me f ° r ' ny pCr,0n kwwfa »«** «" d willfully to make to any department or agency of the 
United Ststcs sny false, fictitious or fraudulent statements or representations as to any matter within its jurisdiction. 
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Form 3160-5 
(June 1990) 



UNITED STATES 
DEPARTMENT OF THE INTERIOR 
BUREAU OF LAND MANAGEMENT 



SUNDRY NOTICES AND REPORTS ON WELLS 

Do hot use this form for proposals to drill or to deepen or reentry to a different reservoir 
Use "APPLICATION FOR PERMIT—-" for such proposals 



FORM APPROVED 

No. 1004-01)5 
Expire: March 31. 



5. Lease Designation and Serial Ho. 
NM 77058 



6. If Indian, Afloaee or Tribe Nacae 



SUBMIT IN TRIPLICATE 



7. If Unit or CA, Agreement Designate 



I. Type of Well 



□< 
Well 

Name of Operator 
MERIDIAN OIL INC. 



□ 



Other 



DISPOSAL 



$. Well Nunc and No. RED TANK 
FEDERAL # 2 SWD 



Address and Telephone No. 

P.O. Box 51810 Midland, TX 79710 



SEC!" 14? T^2s! , R32fe T " * ' M * * SurVCy 
542* FSL & 1958* FWL 



915-688-6943 



9. API Well No. 
30-025-08113 



5lt 



10. Field and Pool, or Exptoratory Area 
A VWSS^ftEB^TANK DEL/fcB6 



11. County or Pari*, State 
LEA COUNTY, NM 



CHECK APPROPRIATE BOX(s) 



TYPE OF SUBMISSION 



TO INDICATE NATURE OF NOTICE, REPORT, OR OTHER DATA 
TYPE OF ACTION 



Notice of Intent 
S] Subsequent Report 
O Final Abandonment Notice 



□ Abandonment 
d Recornpletion 

Plugging Back 

□ Casing Reptir 
D Altering Casing 

B Other DEEPEN & SET CSG 



O Change of Flam 
D New Conatrudioa 
LJ Noo-Roudne Fracturing 
□ Water Sbut-OfT 
LJ Coavenioa to Injection 
IS Dispose Water 

(Nou: Ktfoitwwtoaf f«ftaio« w> Writ 



13. Describe Proposed or Completed Operations (aearly »ute all pertinent detiUs and nive nertinent «ui- i^i— , : ftMtakja w EffflMHtitt RfWrt ftm 1 

, Surface location, and measured and trie vertical^ * W^KSK O^oenf FlKS? ° f ^ ^ If ^ h *«*io«*ny <WBad, 
6/10/94: MRU. SPUD. DRLD SURF. PLUG.^G PL^^zt^O&^E IN CSG BETWEEN 100'-40' SQZD W/ 
150SXS'C' + 2%CACL2. CIRC. TO SURF . WOC 18 MRS. CONTINUED DRLG. RAN 143 JTS K-Tl5 i CSG TO 62^ 

S^!! 3 ." '°' + 3 * CF " 2 + 5% SALT + V4 PPS ° F - BMP PLUG " CMT DIDNOT C ™ St 2N*™e 419 SXS 
'C LITE + SX SALT + 1/4 PPS CELLOSEAL. CMT DIDNOT CIRC. CMT 3RD STAGE W/375 SXS 'C LtfE + IX CSE + 3X T 
L.TE ♦ 1X CACL2, TAIL W/100 SXS -C * 2% CACL2. DIDNOT CIRC. RAN CBL^R-CCL-CNL. 1ST miJS -S 
CMT. RAN 6167-3134* - SHOWED LITTLE TO NO CMT FROM 3134'-2545'. GOOD CMT FROM 2545^900' TO i 90^ 

I ,* ^FHOM SURFACE ^ ' ^ & § ^ W/ *° «» ^ ™' "* ' 6 S«SiTair 










U, 1 hereby ceAify thai 


the fort 


fcoing b true-and correct 



Signed 



WS Tide PRODUCTION ASSISTANT 



Date 



7/15/94 



Approved by 

Conditioni of approval, If any: 



Title. 



Dtte. 



Tide II U.S.C. Section 100I, makes k a crime for any person knowingly and willfully to make to any 
or representations ai to any matter within jtt jurisdiction. 



department or agency of the United States any false, fictitious or fraudulent 



•So Instruction on Rovoru Sldt 



Form 3160-3 
(Jut / 1992) 



P.O. B**X 198© 

HOBB ow Nf^j$|£0 S8240 
DEPARTMENT OF THE INTERIOR 

BUREAU OF LAND MANAGEMENT 



SUBMIT IN TR^MCATE* 

(Other instructk i 



reverse sid«-, 



FORM APPROVED 
OMB NO. 1004-0136 
Expires: February 28, 1995 



LEASE DESIGNATION AND SERj 



NO. 



APPLICATION FOR PERMIT TO DRILL OR DEEPEN 



6. IF INDIAN, ALLOTTEE OR TRIBE NAME 



1a. TYPE OF WORK 



b. TYPE OF WELL 

□ 



OIL 
WELL 



DRILL □ BS-£^*/dEEPEN H 

□ OTI 



7. UNIT AGREEMENT NAME 



GAS 
WELL 



nC - CNTn¥-PftA 



SINGLE fyl 
ZONE L&J 



MULTIPLE 
ZONE 



□ 



NAME OF OPERATOR 

MERIDIAN OIL INC. 



8. FARM OR LEASE NAME 

RED TANK FEDERAL 



9. WELL NO. 



3. ADDRESS AND TELEPHONE NO. 

P.O. BOX 51810, MIDLAND, TX 



79710 



915-688-6943 



# 2 SWD 



LOCATION OF WELL (Report location clearly and in accordance with any State requirements.*) 
S4Y FSL & 1958' FWL' S * D \$ t fubject to 

Llfcs Approval 
State 



10. FIELD AND POOL, OR WILDCAT 

WEST RED TANK DEL/LBC 



At proposed prod, zone 



11. SEC, T., R., M., OR BLK. 
AND SURVEY OR AREA 



SEC. 14, T22S, R32E 



14. DISTANCE IN MILES AND DIRECTION FROM NEAREST TOWN OR POST OFFICE* 

43.4 MILES SOUTHWEST OF EUNICE 



12. COUNTY OR PARISH 

LEA 



13. STATE 

NM 



15. DISTANCE FROM PROPOSED* 
LOCATION TO NEAREST 
PROPERTY OR LEASE LINE, FT. 
(Also to nearest drlg. unit line, if any 



542' 



16. NO. OF ACRES IN LEASE 

240 



17. NO OF ACRES ASSIGNED 
TO THIS WELL 

N/A 



18. DISTANCE FROM PROPOSED LOCATION* 

TO NEAREST WELL, DRILLING. COMPLETED, 
OR APPLIED FOR, ON THIS LEASE, FT. 



213' 



19. PROPOSED DEPTH 

6100' 



20. ROTARY OR CABLE TOOLS 

ROTARY 



21. ELEVATIONS (Show Whether DF, RT, GR, ETC) 



Ctrtstod Coatoltd Water 



22. APPROX. DATE WORK WILL START 

UPON APPROVAL 



PROPOSED CASING AND CEMENTING PROGRAM 



SIZE OF hole- 


GRADE.. SIZE OF CASING 


WEIGHT PER FOOT 


SETTING DEPTH 


QUANTITY OF CEMENT 


UNKNOWN 


8 5/8" J-55 


32# 


312* 


UNKNOWN/TOC @ SURFACE 


7 7/8" 


5 1/2" K-55 


15.5# 


6100' 


1000 SXS - CIRC TO SURF 













RE-ENTRY OF P&A'D WELL FROM 1962. SEE ATTACHED. 

1 . MIRU DRILLING RIG. > m 2 "0 

2. TIE BACK EXISTING 8 5/8" CASING TO WH AND NU BOP. 3. PU 7 7/8" BIT ON DRILL STRING. TIH SUD^RlS* OBt 
CMT PLUGS @ 290, 950, 1200, AND 4750. CLEAN OUT TO TD @ 5025'. CIRCULATE HOLE CLEAN. 2 _ F 4 

4. DRILL NEW 7 7/8" HOLE TO 6100*. P > O ^ 

5. RUN CNL/GR LOG 

6. RUN 5 1/2" K-55 LTC CASING TO TD/CMT BACK TO SURFACE IN 2 STAGE. 

7. ND BOP/NU WELLHEAD. RDMO 

8. MIRU COMPLETION RIG. 9. DRILL OUT DV TOOL/CLEAN OUT TO PBTD. 

10. PERFORATE DELAWARE 5350-6000 (2 SPF). ACIDIZE W/3000 GL 7 1/2% NEFE HCL ACID. ^ 

11. SET INJECTION PACKER ON 2 7/8" IPC TBG AT 5256. 12. RDMO OO ^^|^0^y ^Sflg§J|^ftt^ T0 INJEC ^fcl* 

APPLICATION FOR INJECTION PERMIT IN PROCESS OF BEING APPLIED FOfjp* n * r *' RtCJ^SrWIIillH ^ 

SpscM Stip^&Rft 

Attach U 

- ^ 

IN ABOVE SPACE DESCRIBE PROPOSED PROGRAM: If proposal is to deepen, give data on present productive zone and proposed new productive zc fflTjl prop< sal is todri I or 



deepen directionally, gi 




lent data on subsurface locations and measured and true vertical depths. Give blowout preventer program, if any. 




SIGNED 



PRODUCTION ASSISTANT 



3/17/94 



(This space for Federal or State office use) 



APPROVAL DATE 



Application approval does not warrantor certify that the applicant holds legal or equitable title to those rights in the subject lease which would entitle the applicant to conduct 
operations thereon. 

CONDITIONS OF APPROVAL, IF ANY : . _ , * ^ 

_nv /^^ &jn-kr\ ™ AREA MANAGER date APR 18*9* 

*See Instructions On Reverse Side 

Title 18 U.S.C. Section 1001, makes it a crime for any person knowlingly and willfully to make to any dftpaFtment or agency of the 
United States any false, fictitious or fraudulent statements or representations as to any matter within its jurisdiction. 



tl 



. ifrar 



R I ^ 



Form 1160-5 TINTTFH ^TATF<2 

( June 1990 > DEPARTMENT OF THE INTERIOR 

RURFAU OF I AND MANAOFMFNT 

SUNDRY NOTICES AND REPORTS ON WELLS 

Do not use this form for proposals to drill or to deepen or reentry to a different reservoir. 
Use "APPLICATION FOR PERMIT—" for such proposals 


Budget Bureau No. 1004-0135 
Expires: March 31. 1993 


5. Lease Designation and Serial No. 
NM 35817 


6. If Indian, Allottee or Tribe Name 


SUBMIT IN TRIPLICATE 


i. u \jfiu or \*n t Agrccmeni ucstgnaaoo 


1. Type of Well 

1 1 2?.. 1 I??'.. 1 l~. RF— FNTRY OF P A A WFI 1 
1 [Well 1 1 Well 1 1 Other rlt-tNlnT ur K a A WtLL 


8. well Name and No. RED TANK 
FEDERAL NO. 2 SWD 


2. Name of Operator 

MERIDIAN OIL INC. 


9. API Well No. 


3. Address and Telephone No. 

P.O. Box 51810 Midland, TX 79710 915-688-6943 


10. Field and Pool, or Exploratory Area 
WEST RED TANK/LBC DELAW 


4. Location of Well (Footage. Sec., T., R., M. t or Survey Description) 
542' FSL & 1958 FWL 


11. County or Parish, State 



SEC. 14 f T22S, R32E 



LEA COUNTY, NM 



12. 



CHECK APPROPRIATE BOX(s) TO INDICATE NATURE OF NOTICE, REPORT, OR OTHER DATA 



TYPE OF SUBMISSION 


TYPE OF ACTION 


E Notice of Intent 

CD Subsequent Report 

D Final Abandonment Notice 


O Abandonment 
O Recompletion 
EZI Plugging Back 
Q Cuing Repair 
Q Altering Cuing 

B Other EXPLANATION OF DIFF. 
FOOTAGES 


Q Change of Plans 
d New Construction 
CH Non-Routine Fracturing 
D Water Shut-Off 
O Conversion to Injection 
D Dispose Water 

(Now: Report retuhiof raukipk completion on Wrtl 
Completion or Re^omektiofl Reoort and Lot form.) 



1 3 Describe Proposed or Completed Operations (Clearly state all pertinent details, and give pertinent dates, including estimated date of starting any proposed work. If well is dlrectionaJly drilled, 

give subsurface locations and measured and true vertical depths for all markers and zones pertinent to this work.)* 
IN 1962, WHEN WELL WAS ORIGINALLY DRILLED, THE RECORDED FOOTAGES WERE 660* FSL & 1980' FWL. 

WE HAD THIS LOCATION SURVEYED IN THREE (3) TIMES AND FOUND THE CORRECT FOOTAGES TO BE 542' FSL & 1958* FWL. 

THIS IS PROBABLY DUE TO THE TECHNOLOGY OF SURVEYING THAT HAS OCCURRED SINCE 1962. 



WE REQUEST TO CHANGE THE FOOTAGES TO THE CURRENT APPLIED FOR LOCATION. 



Upon successful completion of SWD project, will file a Method 
that is disposing of water in the Red Tank Federal No. 2 SWD. 



of Water Disposal cn each well 




TiUe PRODUCTION ASSISTANT ^ 3/17/93 



(This space for Federal or State office use) (Qj£*LTQ ^ 



Apprcvedby/y^ffA 1^ A m AwEA MAN AGER APR1»W 

Conditions of approvaTTif any: 



Title 18 U.S.C. Section 1001 , makes it a crime for any person knowingly and willfully to make to any department or agency of the United States any false, fictitious or fraudulent stttementi 
or representations as to any matter within its jurisdiction. 

■ .( — 

•See Instruction on Reverse Side 



-i 1994 



Dirt rid I 

PO Box 1*0, Hobba, VM ttUt-im 

District a 

PO Drawer DD. Arteaia, NM 
DUtrict m 

1000 Rio Brexoa Rd., Aztec, NM 17420 

District IV 

PO Box 20*S. SuU Fe, NM *75O4-20tt 



State of New Mexico 

Entity, MLacraJf tt .Natural Resource* Deparlmeat 

OIL CONSERVATION DIVISION 
PO Box 2088 
Santa Fe, NM 87504-2088 



Form C-102 
Revised February 10, 1994 
Instructions on back 
Submit to Appropriate District Office 
State Lease - 4 Gopies 
Fee Lease - 3 Copies 

□ AMENDED REPORT 



WELL LOCATION AND ACREAGE DEDICATION PLAT 



' API Number 


1 Foci Code 


'PoolNftae 

Red Tank (Lower Bell Canyon Delaware) 


4 Property Code 


1 Property Nunc 

RED TANK UNIT FEDERAL 


* Wed Nunber 

2 


' OGRID No. 

26485 


1 Operator Num 

MERIDIAN OIL INC. 


' Elevttioa 

3733 



10 Surface Location 



UL or lot do. 


Sectioa 


Towaabip 




Lot [da 


Feet froH tie I Norti/SovU be 


Feet froai Ike 


EaetAVcatlUc 


Coaaty 


N 


14 


22 S 


32 E 




542 1 SOUTH 


1958 


WEST 


LEA 



11 Bottom Hole Location If Different From Surface 



UL or lot bo. 

Same j 


Sectioa 

Is Sun 


Township 

ace 


Raafe 


Lot Ida 


Feet froai la* 


Norta/Soath fiae 


Feet froai tae 


Eaat/WatUae 


County 


11 DedkaV-d Acrta 


M Joist or Iaflfl 


14 Coaao&UUoa Code 


"Order No. 



NO ALLOWABLE WILL BE ASSIGNED TO THIS COMPLETION UNTIL ALL INTERESTS HAVE BEEN CONSOLIDATED 
OR A NON-STANDARD UNIT HAS BEEN APPROVED BY THE DIVISION 



79.82 ck 



17 OPERATOR CERTIFICATION 

/ hereby certify that the information contained herein is 
true and complete to the best of my bxowiedte and belief 



o 

O 
00 




Slf nature 

Donna Williams 



PrlotedNaoM 

Production Assistant 



Title 



3/3 Q/ 94 



Date 



O 
o 

o 



"SURVEYOR CERTIFICATION 

/ hereby certify that the wttl location shown on this plat 
was pioaod from field notes of actual surveys made by 
me or under my supervision, and that the same is true 
and correct to the best of my belief. 



/958 



58T50' W 



• MB 



<rMPO«t»} 



79.9/ ch 




OPERATORS NAME: 

LEASE NAME AND WELL NO.: 

LOCATION: 

FIELD NAME: 

COUNTY: 

LEASE NUMBER: 



Meridian Oil Inc. 



Red Tank Federal # 2 SWD 



542' FSL & 1958 1 FWL, Sec. 14, T22S, R32E 

West Red Tank Federal (Lower Bell Canyon Delaware) 
Lea County, NM 
NM 35817 



The following information is to supplement BLM form 3160-3 Application for permit to drill in 
accordance with Onshore Oil and Gas Order No. 1 : 



9 ■ POINT DRILLING PLAN 

1 . Name and estimated tops of important geologic formation/marker horizons. 
FORMATION DEPTH 
Rustler 970' 
T/Salt-B/Salt 1100'-4500' 
Delaware 4850' 
Bone Spring, LS/Sandstone 8730' 



2. Estimated depths at which the top and bottom of formations potentially containing usable 
water, oil, gas, or prospectively valuable deposits of other minerals are expected to be 
encountered and the operator's plans for protecting such resources. 

Lower Bell Canyon Delaware 5350-6000 (Disposal Interval) 

*Not Productive of Hydrocarbons 



3. The operator's minimum specifications for Blowout Preventer (BOP) and related equipment to 
be used and schematic diagrams thereof showing sizes, pressure ratings, and the testing 
procedures and testing frequency. BOP and BOP - related equipment (BOPE) schematics shall 
include schematics of choke manifold equipment. Accumulator systems and remote controls 
shall be utilized. 

1 1" - 3M psi WP BOP stack to be installed on the 8 5/8" csg. The BOP stack will consist 
of one blind ram BOP, one pipe ram BOP, and a rotating head. Tested to 3000 psi before 
commencing operations. 



4. The proposed casing program including size, grade, weights, type of thread and coupling, and 
the setting depth of each string and its condition (new or acceptably reconditioned). For 
exploratory wells, or for wells as otherwise specified by the authorized officer, the operator 
shall include the minimum design factors for tensions, burst, and collapse that are incorporated 
into the casing design. In cases where tapered casing strings are utilized, the operator shall 
also include and/or setting depths of each portion. 



See Exhibit f A' 



8 5/8" 32# J-55csg set @ 312' 
5 1/2" 15.5# K-55 csg set @ 6100' 



5. The amount and type(s) of cement, including anticipated additives to be used in setting each 
casing string, shall be described. If stage cementing techniques are to be employed, the setting 
depth of the stage collars and amount and type of cement, including additives, and preflush 
amounts to be used in each stage, shall be given. The expected linear fill-up of each cemented 
string, or each stage when utilizing stage-cementing techniques, shall also be given. 

a. 8 5/8" 32# J-55 csg set @ 3 12'. Unknown amount of cement. 

b. 5 1/2" 15.5# K-55 csg set @ 6100'. Cmt first stage w/300 sxs Class f C Lite, 
tail w/200 sxs Class f C + 2% CaC12. Second stage w/400 sxs Class 'C Lite, 
tail w/100 sxs Class 'C + 2% CaC12. Circulate cement to surface. 

6. The anticipated characteristics, additives, use, and testing of drilling mud to be employed, 
along with the types and quantities of mud products to be maintained, shall be given. When air 
or gas drilling is proposed, the operator shall submit the following specific information: 

Mud Program: 

utilize 10.0 ppg brine water 

at TD - add starch for water loss control 



7. The anticipated testing, logging, and coring procedures to be used, including drill stem testing 
procedures, equipment, and safety measures. 

a. DST Program: None 

b. Core: None 



2 



c. Mud Logging: None 

d. Logs to be run: CNL/GR - 5025'-6100 r 

8. The expected bottom-hole pressure and any anticipated abnormal pressures, temperatures or 
potential hazards that are expected to be encountered, such as lost circulation zones and 
hydrogen sulfide. The operator's plans for mitigating such hazards shall be discussed. Should 
the potential to encounter hydrogen sulfide exist, the mitigation procedures shall comply with 
the provisions of Onshore Oil and Gas Order No. 6. 

No abnormal pressures are anticipated. Bottom hole pressures at TD expected to be 2600 
psi. Bottom hole temperature 104° F. No Hydrogen Sulfide expected in this known 
drilling area. 

9. Any other facets of the proposed operation which the operator wishes for BLM to consider in 
reviewing the application. 

Anticipated drilling time expected to be 5 days from surface to TD. 



3 



Budget Bureau No. 42-R358.4. 
Form Approved. 



Form 9-881 a 

(Feb. 1961) 



(SUBMIT IN TRIPLICATE) 

UNITED STATES 
DEPARTMENT OF THE INTERIOR 



Land Office _ 



New MhIm 

^ 03430 

N 



SUNDRY NOTICES AND REPORTS ON WELLS 



NOTICE OF INTENTION TO DRIU 

NOTICE OF INTENTION TO CHANGE PLANS 

NOTICE OF INTENTION TO TEST WATER SHUT-OFF 

NOTICE OF INTENTION TO RE-DRILL OR REPAIR WELL.. 

NOTICE OF INTENTION TO SHOOT OR ACIDIZE 

NOTICE OF INTENTION TO PULL Oft ALfER CASING 

NOTICE OF INTENTION TO ABANDON WELL 



SUBSEQUENT REPORT OF WATER SHUT-OFF 

SUBSEQUENT REPORT OF SHOOTING OR ACIDIZING- 

SUBSEQUENT REPORT OF ALTERING CASING 

SUBSEQUENT REPORT OF RE-DRILLING OR REPAIR- 
SUBSEQUENT REPORT OF ABANDONMENT 

SUPPLEMENTARY WELL HISTORY 



(INDICATE ABOVE BY CHECK MARK NATURE OF REPORT, NOTICE, OR OTHER DATA) 



to 



*1 ,. 



Red Tank Unit 

*j line and ft. from J^J line of sec. 

14 22 S 32 f 

t-~ i^"": *" /rfi_ n A /Dan 



, 19.. 
14 



43 



~(K flee, and Sec. No.) 

Wiidcef 

(Field) 



(Twp.) 



(Range) 



(Meridian")"" 



" (County or Subdivision) 

3725 



(St^ w Territory) 



The elevation of the derrick floor above sea level is — ft. 

DETAILS OF WORK 

inoceenfance wilti Me 30 CFR 221.5* (*0 netlee of Intention to obenden het been 



In. 

Total (top* 5025* 

8m SiiilMwfaeniei Senle-OejMM toy top 
Hugged md e i iej ii li wji m Mkmm 

Tetoi dee* to 4750* 75 »«k« neet cement 

1289* to 1200* 29 
1030*10 950* 20 
339*1* 290* 20 
Ww^m#mmm*W**m Hee^ w«l w« u«ed between 
•hi*. 8 5/8* owfai ■» et 312* we> left In welt, nw wM to 



Company 
Address 



1 u^d.T^.nd th.Vthl. pl.n o* wo* mu.t .PP™~1 In writln. b, th. G~>lo«ic.l E„r».y b.f«r. opr.tion. nar b. «omn,.n<»d. 

<««^ 

200 Geieer totMUg / 

Title i*f*t .y!!«t^f^**M 



GP0 9 T 49 7 4 



A 



Form •-881a 

* (Feb. 1951) 



r' J " ^ 

nee i • 1962 



I copy Tc 

(SUBMIT IN TRIPLICATE) HOf 



1 
1 















„ V, U,N^ T f D ^ TATES 

D £riabr ^^ent OF THE INTERIOR 
GEOLOGICAL SURVEY 



Budget Bureau No. 42-R358.4. 
Form Approved. 

Land Office 

u. m n. .*UMiM 

JL 



Unit . 



SUNDRY 



NOTICES AND REPORTS ON WEU£ 



[notice of intention to drill.- 

' notice of intention to change plans 



NOTICE OF INTENTION TO TEST WATER SHUT-OF, > .. 
NOTICE OF INTENTION TO RE-DRILL OR REPAIR 

NOTICE OF INTENTION TO SHOOT OR AUO.Z- 

NOTICE OF INTENTION TO PULL OR ALfER CASING 

NOTICE OF INTENTION TO ABANDON *ELL--~ 



SUBSEQUENT REPORT OF WATER SHUT-OFF..- --^ 

S^ENT REPORT OF SHOOTING O* 

SUBSEQUENT REPORT OF ALTERING " 
SUBSEQUENT REPORT OF RE-DRILLING OR REPAIR-- 

SUBSEQUENT REPORT OF ABANDONMENT 

SUPPLEMENTARY WELL HISTORY 



■ NOTICE, OR OTHER DATA) 



1*4 Tank Unit 

Well No. .— 



.2„.„ is located -irom.-[ s 



._.„_DS8«lfe!!E--IS * ,9 " ? 

line and ft. from j®| line of sec. . 14- - 



3UhJBUk 



(Twp.) 



3» 

(Range) 



"(Meridian) 



The elevation of the 





" ("County or Subdivision) 



" (State or Territory) 



(State name* 



Secfini Bee. No.) 
(Field) 

derrick floor above sea level is ft- 
DETAILS OF WORK 



Tod Depth 5015'. thU mll « tf ^.r^tlon ****** 

Total clepthto 4?50» g ^ ^ e~~t. 

uao' to iaoo» M «t 

1030' to «0| jo « w k* M«t comoftt. between 



tto locatioa 

I i« writlnc by tho Cotogic.1 Survey I 
, * work muit receive approwl In wriUn, IV 
1 W.r.t*nd that thl. pl.» of work m 



nay b* co mnl,w ^' 



Address 




By .31^ -- ^--^^ — ' ^ 



Title 



GP0 9 1497 4 



rra approved. „„„ , 

adget Bureau No. 42-11355.4. 



Form 9-330 



U. S. Land Office 
Serial Number _.. 



New Mexico 



Lease or Permit to Prospect 



UNITED STATES 
1 DSPARTMENT OF" THE INTERIOR 
GEOLOGICAL SURVEY 



PLUGGED AND ABANDONED 

LOG OF OIL OR GAS WELL 



LOCATE WELL CORRECTLY 



Company ..^^ C; ».^.. Address „_^.?L^i^^ 



d j t l iuu Wildcat' Dl . New Mexico 
Red Tank Unit yield _ State 



Lessor or Tract 

Well No. „_?„.-- Sec. .'I. T. ??.f R. 



2 Se , 14 T 22S^__32E Meridian NMP County ...1-9. 



Location .660... ft.g'jof A Line «nd!?» ft .(E. J of W_ Line of S.cHon.14 Ele,ationJ^ 

The information given herewith is a complete and correct record of the well 
so far as can be determined from all available records, ^jpy ^ ^ , 



Signed 



Exec 




3725 

lBvd) 

done thereon 



Date D?.9«niber JAJ.?*?- Title. 

The summary on this page is for the condition of the well at above date. 
Commenced drilling Ntaffl** * 19 6 - 2 - Finished drilling .MCEWBER , JB..I0 __, ,9 

OIL OR GAS SANDS OR ZONES 

(Denote gas by G) 

No. 1, from ----- to - No. 4, from to - 

No. 2, from to No. 5, from to - 

No. 3, from -- to No. 6, from to 

IMPORTANT WATER SANDS 

No. 1, from. - to „.„_.-^- . Ne,^ from to 

No. 2, from - to ------ No. 4, from to 



Slxc 
casing 


Welsh t 
per foot 


Threads per 
inch 


Make 


Amount 


Kind of shoe 


Cut and pulled from 


Perforated 


Purpose 


From— 


To — 


8-5^8. 




. T . r .;. T J...^ 




















il\ i\\ JU.Jf 



































MUDDING AND CEMENTING RECORD 



DC 
< 
2 



Q 
J 

O 
u. 



Size 
casing 

B-5/B1 


Where set 


Number sa<jks of cement 


Method used 


Mud gravity j Amount of mud used 


L_ai2 


.150- 




! 































PLUGS AND ADAPTERS 

Length Depth set 



Heaving plug — Material 

Adapters— Material Size 

SHOOTING RECORD 



Size 


Shell used 


Explosive used 


Quantity 


Date 


Depth shot 


Depth cleaned out 











































TOOLS US1 



fnof. 



Rotary tools were used from --£1-2 leet to .jjfgg.— ieei>, aim num ^ w — 

Cable tools were used from JX feet to .1-312.—. feet, and from feet to feet 

PATES 

t 19 Put to producing , 19 

The production for the first 24 hours was — „. barrels of fluid of which % was oil; ~ -% 

emulsion; _..% water; and -% sediment. ^ Gravity, °B 6 --^ ^ 

If gas well, cu. ft. per 24 hours , Gallons ga rt soIme ptf'T0O m ft. of gas 

Rock pressure, lbs. per sq. in. 



EMPLOYEES 



-GaU* TooJi-Apache D%.- £ov— > Driller 
fetary-IooJ^BuffcdaDrJa^-Ca-^ , Driller 



( Driller 
. Driller 



T. Anhyd. 
T. Salt 
B. Salt 
T. Del* Is. 
T. Del. sd. 



FORMATION RECORD 




FORMATION 



Red beds 

Anhyd. w/Wt &rd.sh. stringers 
Salt w/onhyd. stringers 
Anhyd. & gyp 
Salt 
Anhyd. 
Salt 
Anhyd. 

Lime w/interbedded sh & sd 
Sd. 
Lime 

Sd. w/occoslonal lime stringers 



x 



it. 



i ;> 



1 



tu^iMUf^og ,062 <X.{*? 
imu npM eg 056 o* ,6601 



■Surrpq w Suiduind jo sjpisaj pm? 'uopisod 'pasn pniajsiii jo pupi a W s Ma«* joi lsai oi m Hid aiau saSnun «. «Sn„i „ .™ 
jaquinu pint uoitjsod «azis 'a,«p a A iS 'pajrareuXp uaaq sbii ttsm lm it -noiiwoi dVb airs rff a»rt £f« J2fK?,™ I 1 11 i0 1 a ,0 
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xaaa iyxox 
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Form 9-331 a 

(Feb. 1951) 



APPROVED 



MOV 9 1962 ( 5i;BM7T JN TRIPLICATE) 



a. w. standlw. UNITED, ; ST/VTES 

DISTBICT 



TMENT OF THE INTERIOR 
GEOLOGICAL SURVEY „ 



Land Office 
Lease No. 
Unit 



Iget Bureau No. 42-R358.4. 
m Approved. 

N 



\J tin 



NOV 8 1962 

SUNDRY NOTICES AND REPORTS ON WE^-gA^y 



NOTICE OF INTENTION TO DRILL 

NOTICE OF INTENTION TO CHANGE PLANS 

NOTICE OF INTENTION TO TEST WATER SHUT-OFF 

NOTICE OF INTENTION TO RE-DRILL OR REPAIR WELL,. 

NOTICE OF INTENTION TO SHOOT OR ACIDIZE 

NOTICE OF INTENTION TO PULL OR ALTER CASING 

NOTICE OF INTENTION TO ABANDON WELL 



SUBSEQUENT REPORT OF WATER SHUT-OFF 

SUBSEQUENT REPORT OF SHOOTING OR ACIDIZING. 

SUBSEQUENT REPORT OF ALTERING CASING 

SUBSEQUENT REPORT OF RE-DRILLING OR REPAIR. 

SUBSEQUENT REPORT OF ABANDONMENT 

SUPPLEMENTARY WELL HISTORY 



(INDICATE ABOVE BY CHECK MARK NATURE OF REPORT. NOTICE, OR OTHER DATA) 



R*d Tank Unit 



_, 19__« 



Well No. 2 is located ft. from„ |!f} line and _ «» . ft. from {^) line of sec. 



(4 



~ J * m + M gee. and Sec. No.) 

Wildcat 

(Field) 



ail r 

(Twp.) (Range) 

im 

"(County or Subdivision) 



NfoAP 

"(Meridian) 



"(State or Territory) 



The elevation of the derrick floor above sea level is ft. 

DETAILS OF WORK 

, . ... Ki„. tl ». .and.- .how .i*e.,w.i.ht., and length, of propowd casing.! indicate muddini job., cement- 
(St.te nan,., of and exp~ted depth, to ° b J~£™£"™J .^H othw- important proped work) 



300'. 5* 8 3/8" cartas •» 309* mi cbeuteto 

loot fw» 300* mm m*te*i9**9 
U found «to l*t»r A HTfeg 4 l/T 

wilt m m* if «>»w»«eW » 



totimMtemt CebU Tool from turfoc* to 



fi-^ of 3100* tmi««cofnro«rct«i ^mtvcHan 
c*n*it*d to «bov« ft» bat* «f irit 



, u „d.r.t.nd that thi. P>.» of work mu.t receive approval In writin, b, the G.o.o.ic.1 Survey before operation, may be commence! 

Company ... Q mpm O il llt i n fmrfrnf , tm . 

Address _ __«^JM?*L- _ n J n 



Title -Jt^- Vl l K"ft wl < t Wt 

GP0 9 1497 4 



L«ND OFFICE 



PKO««TION OFFICK 



.<EW MEXICO OIL CONSERVATION C EMISSION 
WELL LOCATION AND ACREAGE DEDICATION PLAT 

SEE INSTRUCTIONS FOR COMPLETING THIS FORM ON THE REVERSE SIDE 

HP3BS OFHCh OCH 



FORM C-128 
R.vised 5/1/57 



SECTION A 



19BSSNUV 1J M IT 
B»d YttkBftit 



Operator 

Carpw Drilling 



# Inc. 



Lease 



Well No. 



Unit Letter 



Section 

U 



Township 

T-22-8 



Actual Footage Location of Well: 
feet from the 



Range 

1-33-1 



County 



line and 



WW 



feeK from the 



line 



around Level Elev. 

3723 



Producing Formation 

Dataware 



Pool 



Wildcat 



Dedicated Acreage: 

ifi Acres 



1. Is the Operator the only owner in the dedicated acreage outlined on the plat below? YES K NO . {"Owner" means the person 

who has the right to drill into and to produce from any pool and to appropriate the production either for himself or for himself and 
another. (65-3-29 (e) NMSA 1935 Comp.) 

2. If the answer to question one is "no," have the interests of all the owners been consolidated by communitization agreement or other- 
wise? YES NO . If answer is "ye«i" Type of Consolidation „ 



3. If the answer to question two is "no," list all the owners and their respective interests below: 



Owner 



Land Description 




CERTIFICATION 

I hereby certify that the information 
in SECTION A above is true and com- 
plete to the best of my knowledge and 

belief. 



Position 




Exec* VIc*-Pr*$* 



Company 

Carpor Drilling Ca. f Inc. 



11-7-62 



I hereby certify that the well location 
shown on the plat in SECTION B was 
plotted from field notes of actual 
surveys made by me or under my 
supervision, and that the same is true 
and correct to the best of my knowledge 
and belief. 



330 660 990 (320 IbSO mo Z3I0 2640 



Date Surveyed 

Itwtor 7. 1961 



Registered Professional Engineer 
and/ or Land Surveyor 



Certificate No, 



542 



INSTRUCTIONS FOR COMPLETION OF FORM C-128 



1. Operator shall furnish and certify to the information called for in Section A. 

2. Operator shall outline the dedicated acreage for both oil and gas wells on the plat in 
Section B. 

3. A registered professional engineer or land surveyor registered in the State of New Mexico 
or approved by the Commission shall show on the plat the location of the well and certify 
this information in the space provided. 

4. All distances shown on the plat must be from the outer boundaries of the Section. 

5. If additional space is needed for listing owners and their respective interests as required 
in question 3 of Section A, please use space below. 



Form 3160-5 
(February 2005) 



UNITED STATES 
DEPARTMENT OF THE INTERIOR 
BUREAU OF LAND MANAGEMENT 

SUNDRY NOTICES AND REPORTS ON WELLS 
Do not use this form for proposals to drill or to re-enter an 
abandoned well. Use Form 3160-3 (APD) for such proposals. 



SUBMIT IN TRIPLICATE - Other instructions on reverse side 



l Type of Well 

□ Oil Well □ Gas Well [g Other 



2 Name of Operator 

BOG Resources Inc. 



SWD 



3a. Addiess 

P.O. Box 2267 Midl and. ttran iQino 



4. Loeahon of Well (Footage, Sec, T , R , M., <y Survey rjescription) 
542' FSL & 1958' PVJL 
Sec 14, T22S, R32E 



M., <y Survey De.sa 



3b Phone No. {include area code) 
432 686 3689 



FORM APPROVED 
0MB NO. 1004-0137 

Expires March 3 1 , 2007 

5 Lease Serial No 
MttNM 51689 



6. If Indian, Ai/ottee or Tribe Name 



7 If Unit or CA/Agreemcnt f Name and/or No. 



8. Well Name and No. 
Red Tank Federal 



2 SWD 



9 API Well No. 
30-025-08113 



10. Field and Pool, or Exploratoiy Area 
SWD; Delawarwe 




| J Notice of Intent 
[ xj Subsequent Report 
- [ J Final Abandonment Notice 



13. 



Received 

C\fcAc.dize 0C0 □ Deep^ 

Q x j^Piang Q g;^ure Treat 

CH Casmg^RepaV^r New Construction 

□ 

Change Plans | | Plug and Abandon 

J D Convert to Injection Q p] ug Back 



C] Production (Start/Resume) Q Water Shut-Off 

□ Rec.an.tion Q 

Well Integrity 

□ Recomplete \x\ Other 

□ 

Temporarily Abandon 
I 1 Water Disposal 



6/29/07 
6/30/07 
7/03/07 



fo ^SSrf^ ' h ? T" WU1 te pe?f0rmed or Providfthe S No £fik w2h bSbIA * ''"T^ 1 de P ths * «" P-.incnt markers and'oncs 
to^L^^S^ mvolyed operations. If the operation results in a mtiltble colfe Sro , i^^wSST 1 SUbse '^ ue^, r , e P orts s ™\ be filed within 30 days 

6/28/07 MOTJ to repair casing leak. 

POQH w/ 2 7/8" IPC tubing and packer. 
Test and found casing leak frcm 429' to 461 ' 

^^TT.^ 24 ' * 8 "- * 14.8 ppg, 1.47 vield an. 100 sx class H, 

Rra and tagged OCR at 324- . Begin drilling cut OCR and canent. 

S ™^ 1 ^ ~\ ^ ° f ™* at «3- . cixcSSd clean. 
BIM representatives on hand to witness purrc in test tw* ^ ' , 

Itook static fluid level of fresh ™ t J wn ~ ! . Statlc flmd lev *l <* SWD well. 

Packet in ^ter ^SEL T^L^™ !! *"* «» 

fresh water well. Beaton of camunxcation between the SWD well and the 

Continue the fresh water injection tarn- «.*«. t>t» ^ 

creation between theX^ ^f^Z^^ ~ ^ * «* 

S clent ' " ™» ^ ^ 75 - ^ C lead 
7/12/07 m to drill cut CICR and errant. ^ ^ nf „ fc 6^^S\o 



7/05/07 
7/06/07 
7/09/07 



7/10/07 




Form 3160-5 UNITED STATES 

(February 2005) DEPARTMENT OF THE INTERIOR 

BUREAU OF LAND MANAGEMENT 

SUNDRY NOTICES AND REPORTS ON WELLS 

Do not use this form for proposals to drill or to re-enter an 
abandoned well. Use Form 3160-3 (APD) for such proposals. 



FORM APPROVED 
OMBNO. 1004-0137 
Expires March 31, 2007 



5. Lease Serial No. 
KMKM 51689 



6. If Indian, Allottee or Tribe Name 



SUBMIT IN TRIPLICATE - Other instructions on reverse side 



7. If Unit or CA/ Agreement, Name and/oi No. 



1 Type of Well 




Q Oil Well Q Gas Well [x] Other 


SWD 


2 Name of Operator 




BOG Resources Inc. 




3a Address 


3b. Phone No. {include area code) 


P.O. Box 2267 Midland, Texas 79702 


432 686 3689 



8 Well Name and No. 
Red Tank Federal 



2 SWD 



9. API Well No 
30-025-08113 



4 Location of Well (Footage, Sec, T., R , M., or Survey Description) 
542" FSL & 1958' FWL 
Sec 14, T22S, R32E 



10. Field and Pool, or Exploratory Area 
SWD; Delawarwe 



1 1 . County or Parish, State 
Lea NM_ 



12. CHECK APPROPRIATE BOX(ES) TO INDICATE NATURE OF NOTICE, REPORT, OR OTHER DATA 



TYPE OF SUBMISSION 



TYPE OF ACTION 



| J Notice of Intent 

| X | Subsequent Report 

| | Final Abandonment Notice 



□ 


Acidize 


□ 


Deepen 


□ 


Production (Start/Resume) 


| | Water Shut-Off 


□ 


Alter Casing 


□ 


Fracture Treat 


□ 


Reclamation 


| | Well Integrity 


□ 


Casing Repair 


□ 


New Construction 


□ 


Recomplete 


[~xl Other 


□ 


Change Plans 


□ 


Plug and Abandon 


□ 


Temporarily Abandon 


Repair casina leak 


□ 


Convert to Injection 


n 


Plug Back 


□ 


Water Disposal 





13. Describe Proposed or Completed Operation (clearly state all pertinent details, including estimated starting date of any proposed work and approximate duration thereof. 
If the proposal is to deepen directionally or recomplete horizontally, give subsurface locations and measured and true vertical depths of all pertinent markeis and zones 
Attach the Bond under which the work will be performed or provide the Bond No. on file with BLM/BIA. Required subsequent reports shall be filed within 30 days 
following completion of the involved operations. If the operation results in a multiple completion or recompletion in a new interval, a Form 3160-4 shall be filed once 
testing has been completed. Final Abandonment Notices shall be filed only after all requirements, including reclamation, have been completed, and the operator has 
determined that the final site is ready for final inspection.) 

7/16/07 Squeezed leak still leaking. HJ Halliburton and pumped 250 gals Flowcheck. 

Pressured to 800 psi. 
7/19/07 RIH and set conposite bridge plug at 600 1 . Ran casing inspection log. 
7/20/07 RU Weatherford to run casing patch from 420' to 440 1 . 

7/21/07 Pressure test casing leak to 500 psi for 30 min. Test good. Drill cut composite bridge plug 

and lay down vrarkstring. 
7/23/07 RIH w/ 2 7/8" IPC tubing and packer set at 5342 1 . 
7/24/07 Acidized w/ 2000 gals 15% NEFE acid and returned to injection. 



14. I hereby certify that the foregoing is true and correct 
Na me ( PrinteavT yped) i 


Title 

Regulatory Analyst 


Signature ^Sw^y^* ■ — 


Date 10/30/07 



// THIS SPACE FOR FEDERAL OR STATE OFFICE USE 


Approved by ^ 


Title 


Date 


Conditions of approval, if any, are attached. Approval of this notice does not warrant or 
certify that the applicant holds legal or equitable title to those rights in the subject lease 
which would entitle the applicant to conduct operations thereon. 


Office 



Title 18 U.S.C. Section 1001, and Title 43 U.S.C. Section 1212, makes it a crime for any person knowingly and willfully to make to any department or agency of the United 
States any false, fictitious or fraudulent statements or representations as to any matter within its jurisdiction. 



Form 3160-5 
(February 2005) 



UNITED STATES 
DEPARTMENT OF THE INTERIOR 
BUREAU OF LAND MANAGEMENT 

SUNDRY NOTICES AND REPORTS ON WELLS 
Do not use this form for proposals to drill or to re-enter an 
abandoned well. Use Form 3160-3 (APD) for sSJ^S^is. 



I Type of Well 

□ Oil Well □ Gas Well 
2. Name uf Operator 

BOG Resources Inc. 



SUBMIT ,N ™">UCATE - Other instructions on reverse side 

fx] Other 



SWD 



3a. Address 

P.O. Boa t 2267 Midland, TYretq 



4. Local ion of" Well (Footage. Sec .T.R..M 
542* FSL & 1958' FWL 
Sec 14, T22S, R32E 



79702 



4 , (jr Survey Description) 

Hi / 

CHECK APPROPRIATE B 



I 3b - Ph one No. (include area code) 
432 6 86 36flQ 



FORM APPROVED 
OMB NO. 1004-0137 
Expires March 3 1 , 2007 



5 Lease Serial No 



6 If Indian, Allottee or Tribe Name 



If Unit or CA/Agreemcnt, Name and/or No 



Well Name and No 
Red Tank Federal 



2 SWD 



API Weil No. 
30-025-0831 ^ 



10. Field and Pool, or Exploratory Area 
SWD; Delawarwe 




TYPE OF SUBMISSION 
[ | Notice of Intent 
f X J Subsequent Report 

Final Abandonment Notice 



13 



0C0 □ Dee^ 
. -^ ng Q^ture Treat 
□ Casing RepS* ^ ^ tS^ew Construction 
D Change Plans Q P)ug and A5andw] 
O Convert to Injection P] pj U g Back 

cleaned ,ha t ,he A site ^ staU * ^ & ^^^T^ >* «W o£ 



TYPE OF ACTION 

□ Product (S.ar.Rcsun*, Q 

Water Shut-Off 

□ Reclamation Q Well Integnty 

□ Recompute [x] Other 

□ 

Temporarily Abandon „ 

□ Repaid ^o-.^ 1ri1r 
Water Disposal 



6/28/07 
6/29/07 
6/30/07 
7/03/07 

7/05/07 
7/06/07 
7/09/07 



7/10/07 



7/12/07 



MIHJ to repair casing leak. 
P00H w/ 2 7/8" IPC tubing and packer. 
Tast and found casing leak frcm 429' to 461 ' 

™ "ir?.r^" • c „. ».„ ^ ^ 100 m ^ „, 

RIH and set 5 1/2" ctcr ^ ^, wacer wall. 

100 sx Class H. Wait on conent ""^^ ^ 75 sx Class C lead cement and 

RJH to drill cut CTCR and cement. Fell cut of the cement at 433 1 




Title 




SmStw s 2B87 


i mirp mil =_ 




Form 3 160-5 UNITED STATES 

(February 2005) DEPARTMENT OF THE INTERIOR 

BUREAU OF LAND MANAGEMENT 

SUNDRY NOTICES AND REPORTS ON WELLS 

Do not use this form for proposals to drill or to re-enter an 
abandoned well. Use Form 3160-3 (APD) for such proposals. 



FORM APPROVED 
OMB NO. 1004-0137 
Expires March 3 1 , 2007 



5. Lease Serial No. 
MfM 51689 



6. If Indian, Allottee or Tribe Name 



SUBMIT IN TRIPLICATE - Other instructions on reverse side 



1. If Unit or CA/Agreement, Name and/or No 



1. Type of Well 

Pi Oil Well Gas Well [x] Other 



SWD 



2. Name of Operator 

BOG Resources Inc. 



8. Well Name and No. 
Red Tank Federal 



2 SWD 



3a. Address 

P.O. Box 2267 Midland, Texas 79702 



3b. Phone No. (include area code) 
432 686 3689 



9. API Well No. 
30-025-08113 



4. Location of Well (Footage, Sec, T., R., M., or Survey Description) 
542 1 FSL & 1958' IWL 
Sec 14, T22S, R32E 



10 Field and Pool, or Exploratory Area 
SWD; Delawarwe 



11. County or Parish, State 
Lea 



12. 



CHECK APPROPRIATE BOX(ES) TO INDICATE NATURE OF NOTICE, REPORT, OR OTHER DATA 



TYPE OF SUBMISSION 



TYPE OF ACTION 



| | Notice of Intent 

| X j Subsequent Report 

| | Final Abandonment Notice 



□ Acidize □ Deepen Q Production (Start/Resume) Water Shut-Off 
I I Alter Casing Fracture Treat Reclamation We U Integrity 

I I Casing Repair New Construction Recompute [jc] Other 

I I Change Plans Q Plug and Abandon Q Temporarily Abandon Rety^T casinCT leak 

□ Convert to Injection Q Plug Back [J Water Disposal 



13. Describe Proposed or Completed Operation (clearly state all pertinent details, including estimated starting date of any proposed work and approximate duration thereof. 
If the proposal is to deepen directionally or recomplete horizontally, give subsurface locations and measured and true vertical depths of all pertinent markers and zones. 
Attach the Bond under which the work will be performed or provide the Bond No. on file with BLM/BIA. Required subsequent reports shall be filed within 30 days 
following completion of the involved operations. If the operation results in a multiple completion or recompletion in a new interval, a Form 3160-4 shall be filed once 
testing has been completed. Final Abandonment Notices shall be filed only after all requirements, including reclamation, have been completed, and the operator has 
determined that the final site is ready for final inspection.) 

7/16/07 Squeezed leak still leaking, rtj Halliburton and pumped 250 gals Flowcheck. 

Pressured to 800 psi. 
7/19/07 RIH and set ccmposite bridge plug at 600' . Ran casing inspection log. 
7/20/07 RU VJeatherford to run casing patch from 420 1 to 440' . 

7/21/07 Pressure test casing leak to 500 psi for 30 min. Test good. Drill out conposite bridge plug 

and lay down warkstring. 
7/23/07 RIH w/ 2 7/8" IPC tubing and packer set at 5342». 
7/24/07 Acidized w/ 2000 gals 15% NEFE acid and returned to injection. 



14. I hereby certify that the foregoing is true and correct 
Name (Printed/Typed) 

Stan ' 




Title 



Regulatory Analyst 



Signature 



Date 10/30/07 



// THIS SPACE FOR FEDERAL OR STATE OFFICE USE 


Approver ^ 


Title 


Date 


Conditions of approval, if any, are attached. Approval of this notice does not warrant or 
certify that the applicant holds legal or equitable title to those rights in the subject lease 
which would entitle the applicant to conduct operations thereon. 


Office 





Title 18 U.S.C. Section 1001, and Title 43 U.S.C. Section 1212, makes it a crime for any person knowingly and willfully to make to any department or agency of the United 
States any false, fictitious or fraudulent statements or representations as to any matter within its jurisdiction. 



'Form 3160-5 
(February 2005) 



UNITED STATES 
DEPARTMENT OF THE INTERIOR OC3)-HOBB§ 
BUREAU OF LAND MANAGEMENT 

SUNDRY NOTICES AND REPORTS ON WELLS 
Do not use this form for proposals to drill or to re-enter an 
abandoned well. Use Form 3160-3 (APD) for such proposals. 



SUBMIT IN TRIPLICATE - Other instructions on reverse side 



1 Type of Well 

I | Oil W ell | | Gas Well [x] Other 



2. Name of Operator 

BOG Resources inc. 




3a. Address 

P.O. Boot 2267 Midland, Texas 79702 



4. Location of Well (Footage, Sec, T. t R., M., or Survey Description)/^ 
542' PSL & 1958' FWL JgV 
Sec 14, T22S, R32E 



43^686 3689 



O 




12. 



FORM APPROVED 
OMB NO. 1004-0137 
Expires March 3 1 , 2007 



5 Lease Serial No. 
SMSM S1689 



6. If Indian, Allottee or Tribe Name 



7 If Unit or CA/Agreement, Name and/or No. 



veil Name and No. 
. Tank Federal 



2 SWD 



9. API Well No. 
30-025-08113 



10. Field and Pool, or Exploratory Area 
SWD; Delawarwe 



1 1 . County or Parish, State 
Lea ma 



CHECK APPROPRIATE BOX(^ TO INDlfAT^f NATUrffjOF NOTICE, REPORT, OR OTHER DATA 

I \ v — » — Ct i - ■ 



TYPE OF SUBMISSION 



1 1 Notice of Intent 

| x\ Subsequent Report 

| | Final Abandonment Nonce 



13. 



□ Acidize^^^g^e/ 
I I Alter Casing Q Fracture Treat 

Casing Repair Q New Construction 

□ 

Change Plans Q Plug and Abandon 

I | Convert to Injection Plug Back 



,v7 



TYPE OF ACTION 



I I Production (Start/Resume) Q Water Shut-Off 

Reclamation Q Welllntegrity 

Recomplete [x\ Other 

1 j Temporarily Abandon Repair Cas inCT le 

1 1 Water Disposal 



6/28/07 MXRU to repair casing leak. 

6/29/07 F00H w/ 2 7/8" IPC tubing and packer. 

6/30/07 Test and found casing leak from 429' to 461'. 

7/03/07 RIH w/ CICR set at 324' . Squeezed 75 sx Prem C, 14.8 ppg, 1.47 yield and 100 sx Class H f 
15.6 ppg, 1.2 yield. 

RIH and tagged CICR at 324' . Begin drilling out CICR and cement. 
Continued drilling out. Fell cut of cement at 433'. Circulated clean. 
HEM representatives on hand to witness pump in test. Ttook static fluid level of SWD well 
Took static fluid level of fresh water well. Statrt injection of fresh water. Installed dye 
packet an water well. -There was no indicaton of complication between the SWD well and the 
fresh water well. 

Continue the fresh water injection test for the BIM. Pump fresh water, no sign of any 
comunication between the SWD well and the fresh water well. 

RIH and set 5 1/2" CICR at 354- to re-squeeze leak. Squeezed 75 sx Class C lead cemsnt and 
100 sx Class H. Wait on cement. j^tsZc 



7/05/07 
7/06/07 
7/09/07 



1/10/01 



7/12/07 RIH to drill out CICR and cement. Fell out of the cement at 433 



14. I hereby certify that the foregoing is true and correct 
Name (Printed/Typed) 




Title 



Regulatory Analyst 



ACCEPTED FOR RECORD 



Signature 



77 



Date 10/30/07 



Approved by 



THIS SPACE FOR FEDERAL OR STATE OFFICE USE 



Conditions of "approval; if inv^re" atfached " Ap~p?o~val of this nrStice doei nofwarram or 
certify that the applicant holds legal or equitable title to those rights in the subject lease 
which would entitle the applicant to conduct operations thereon 



iSBS/GEMEEAL MAW &m 



Office 




OF LAND MANAGFWFNT 



DEC l ? 2EG7 CTrlsbad FIELD OFFICE 



Form 3 i 60-5 UNITED STATES 

(February 2005) DEPARTMENT OF THE INTERIOR 

BUREAU OF LAND MANAGEMENT 

SUNDRY NOTICES AND REPORTS ON WELLS 

Do not use this form for proposals to drill or to re-enter an 
abandoned well. Use Form 3160-3 (APD) for such proposals. 



FORM APPROVED 
OMB NO. 1004-0137 
Expires March 31, 2007 



5. Lease Serial No. 
ISMMfl 51689 



6. If Indian, Allottee or Tribe Name 



SUBMIT IN TRIPLICATE - Other instructions on reverse side 



1. If Unit or CA7 Agreement, Name and/or No. 



I. Type of Well 

| | Oil Well | | Gas Well 


[x] other 


SWD 


2 Name of Operator 

BOG Resources Inc. 


3a. Address 

P.O. Bck 2267 Midland, 


Texas 79702 


3b. Phone No. (include area code) 
432 686 3689 



Well Name and No. 
Red Tank Federal 



2 SWD 



9. API Well No. 
30-025-08113 



4. Location of Well (Footage, See, T., R., M , or Survey Description) 
542' FSL & 1958' BVflL 
Sec 14, T22S, R32E 



10. Field and Pool, or Exploratory Aiea 
SWD; Delawarwe 



11. County or Parish, State 
Lea KM 



12. CHECK APPROPRIATE BOX(ES) TO INDICATE NATURE OF NOTICE, REPORT, OR OTHER DATA 



TYPE OF SUBMISSION 


TYPE OF ACTION 


| | Notice of Intent 

| x | Subsequent Report 

| | Final Abandonment Notice 


I I Acidize Q Deepen Q Production (Start/Resume) Water Shut-Off 

I I Alter Casing Fracture Treat Reclamation [^| Well Integrity 

Q Casing Repair Q New Construction Q Recomplete |]x] Other 

I I Change Plans Q Plug and Abandon Q Temporarily Abandon ReDair casina leak 

I I Convert to Injection Q Plug Back Q Water Disposal 



i f » • j j- r ,, v J , — . " r u .v^ u «ig vjiumn-u aimiuig uait ui any piupuicu wuiK anu approximate auration tnereor. 

I I the proposal is to deepen directionally or recomplete horizontally, give subsurface locations and measured and true vertical depths of all pertinent markers and zones 
Attach the Bond under which the work will be performed or provide the Bond No. on file with BLM/BIA. Required subsequent reports shall be filed within 30 days 
following completion of the involved operations. If the operation results in a multiple completion or recompletion in a new interval, a Form 3160-4 shall be filed once 
testing has been completed Final Abandonment Notices shall be filed only after all requirements, including reclamation, have been completed, and the operator has 
determined that the final site is ready for final inspection.) 

7/16/07 Squeezed leak still leaking. RU Halliburton and pumped 250 gals Flowcheck. 

Pressured to 800 psi. 
7/19/07 RiH and set ccmposite bridge plug at 600' . Ran casing inspection log. 
7/20/07 RU Weatherford to run casing patch from 420 1 to 440' . 

7/21/07 Pressure test casing leak to 500 psi for 30 min. Test good. Drill out corrposite bridge plug 

and lay down vrarkstring. 
7/23/07 RIH w/ 2 7/8" IPC tubing and packer set at 5342' . 
7/24/07 Acidized w/ 2000 gals 15% NEFE acid and returned to injection. 




Approved by 



Conditions of approval, if any, are attached. Approval of this notice does not warrant v * 
certify that the applicant holds legal or equitable title to those rights in the subject lease 
which would entitle the applicant to conduct operations thereon. 



DEC 1 ?L 



I'll!. 18 U f S i C r^v n 1001 ; ""I! T it,C 43 U S C ' SeCtl ° n 1212 ' U a Crime f0r any perSon and willfully to make to any department or agency of the United 
Mates any false, fictitious or fraudulent statements or representationsasto any matter within its jurisdiction. 
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Red Tank Federal SWD #2 

542' FSL, 1958' FWL, Sec 14, T22S, R32E 
Lea County, New Mexico 
API: 30-025-08113 



KB 10' 



420'-440' Weatherford 
Casing Patch ID 4-7/16" 
Ran 7-20-2007 



I 



172 Jts 2-7/8" IPC, 2-3/8" 
x 2-7/8" Cross Over, 
On/Off Tool, Baker Packer 
Set @ 5,342' 



Si is 



Casing size 

8-5/8" 32# J55 



Cement to Surface 



i 



312* 



Ran CBL: 6-25-1994 
Good cement 6167' - 3134' 
Little to no cement 3134' - 2545* 
Good cement 2545' - 900' 
Ran 1" down 5-1/2" x 8-5/8" annulus (Tagged TOC 
Cement to surface with 200 sx cement 



■ PKR DV Tool @ 2529* 



TOC = 3134' 



Well was originally P&A as a Dry Hole. 
Well was re-entered. 
Plugs were drilled out and 
the well was deepened to 6167'. 
= 995') 5-1/2" casing was then set. 



While drilling the 2nd plug 
a hole was found in the 8-5/8" 
from 40' - 100' and was 
cemented off. 



DV Tool @ 4634' 



5-1/2" 15.5#K55 LTC 
6214' 



Injection Perforations: 
5382' - 6066' 



6214' 



PBTD = 6167' 
TD 6216' 



5/19/2008 



Form 3160-5 UNITED STATES 

(February 2005) DEPARTMENT OF THE INTERIOR 

BUREAU OF LAND MANAGEMENT 

SUNDRY NOTICES AND REPORTS ON WELLS 

Do not use this form for proposals to drill or to re-enter an 
abandoned well. Use Form 3160-3 (APD) for such proposals. 



FORM APPROVED 
OMB NO. 1004-0137 
Expires March 3 1,2007 



5. Lease Serial No. 
51689 



6. If Indian, Allottee or Tribe Name 



SUBMIT IN TRIPLICATE - Other instructions on reverse side 



7, If Unit or CA/Agreemem. Name and/or No. 



I. Type of Well 

PI Oil Well ["I Gas WeU [x] Other 



2. Name of Operator 

E0G Resource* Bsc. 



8. WeU Name and No. 

Bad TtoJc Fedaral 2 SWD 



3a. Address 



79702 



3b. Phone No. {include area code) 
A32 686 3689 



9. APIWeDNo. 
30-025-08113 



4. Location of Well (Footage. Sec, T. t R., M., or Survey Description) 
542 1 FSL & 1958' PWL 
S«c 14, T22S, R32B 



10. Field and Pool, or Exploratory Area 
SWD; DtlaoNorvm 



1 1 . County or Parish. State 



J1L 



12. 



CHECK APPROPRIATE BOX(ES) TO INDICATE NATURE OF NOTICE, REPORT, OR OTHER DATA 



TYPE OF SUBMISSION 


TYPE OF ACTION 


fx] Notice of Intent 


| | Acidize 


I I Deep™ 


| | Production (Start/Resume) 


□ 


Water Shut-Off 


| | Subsequent Report 


| | AHer Casing 


| | Fracture Treat 


| | Reclamation 


□ 


Well Integrity 


I I Casing Repair 


I I New Construction 


I I Recompute 




Other 


| | Final Abandonment Notice 


| | Change Plans 


| | Plug and Abandon 


| | TeiHporarily Abandon 




aair caaincr leak 


| | Convert lo Injection 


| | PhigBack 


| | Water Disposal 







13. Describe Proposed or Completed Operation (clearly state all pertinent details, including estimated starting date of any proposed work and approximate duration thereof. 
If the proposal is to deepen directionally or recompute horizontally, give subsurface locations and measured and true vertical depths of all pertinent markers and zones. 
Attach the Bond under which the work will be performed or provide the Bond No. on file with BLM/BIA. Required subsequent reports shall be filed within 30 days 
following completion of the involved operations. If the operation results in a multiple completion or recompletion in a new interval, a Form 3160-4 shall be filed once 
testing has been completed. Final Abandonment Notices shall be filed only after all requirements, including reclamation, have been completed, and the operator has 
determined that the final site is ready for final inspection.) 



IUH and 
Run HIT teat. 
Return to injection. 



caaing leak at 429' to 461' 



14. I hereby certify that the foregoing isurue and correct 
Name (Printed/Typed) j 




Title 


Stan WaaMtr / 




Regulatory Analyst 






Date 7/2/07 



THIS SPACE FOR FEDERAL OR STATE OFFICE USE 



Approved by 


Title 


Date 


Conditions of approval, if any, are attached. Approval of this notice does not warrant or 
certify that the applicant holds legal or equitable title to those rights in the subject lease 
which would entitle the applicant to conduct operations thereon. 


Office 



Title IS U.S.C. Section 1001, and Title 43 U.S.C Section 1212, makes it a crime for any person knowingly and willfully to make to any department or agency of the United 
States any false, fictitious or fraudulent statements or representations as to any matter within its jurisdiction. 



07/03/2007 06:27 5052345927 



BLM I E 



4320863701 
(tofuvj 2005) 



EOG RESOURCES 



04:29:21 p.m. 07-02-2007 



PAGE 61/01 
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UNITBDSTATBS 
DEP ARTMENT OF THE HflBRlOR 
BUREAU OF LAND MANAGEMENT 

SUNMV NOTJCit AND RIPOHTS ON WELLS 
Don<rtumthhfonmforpropo§^t0drmortofw^n^r9n 
*bandoi*dwM U## form J7SM <APO) for $ych propotf ta. 



1. TgMOfWcIl 



Z. Nunc of Operator 



-2DBL 



IK 



4, U>p*k>o of WeM A* , *, V . or S»wy Dutr1ptlm> 

Stt'lRift ISM* IWi 
«B XI, T22S, K» 



PORMAmOVBD 
0MB NO. HXH-OII? 
&<pwctMitc>31 t 20C7 



1 UucSaklNo 



1 lfbdfti*AIbttteor'nftcNa&» 



X tfUstarCA/AfmnMNtmudMrNo, 



9. APlWdNo. 

13. 



U- Cottnly or Fki*, Stitt 



12. OHCCK APPROPRIATE BOX(E5) TO INDICATE NATURE OF NOTICE, REPORT, OR OTHER DATA 



TYPE OF SUBMISSION 



TYPE OP ACTION 



□ 
□ 



□ 

P AJ»Cl*| 

□ 



D Ntw Cuttrud** D to**)* E 



13, Pewipf Propped w OoiBPP—d Qpguk» (dwHy <*c ifl pertjttwtdmfc. actaflr^ urattd ttatfrj drte 
Altxh (te Bond ascfcr wtieb fhc wort wfl be {Nrferoid at provfei ft* 



ted ttatfag dnfe of ny pfopoiBd wort ipd dttrwkw tl 

*tfbt filed wttb 30 a»yi 



auk* (De noaa obobt wtacb ok wu db pMDfflMfl or pnvw Q* Baad Na <■ fit wift BIAMMA, RtaM inD—glf icparv ma at nma wnm up 
totowfal cowjiWiw oftfat fa*o)»o4opgidPM. tifropcntianmJ* to i ■nUpfe cotpletfcii v tvi^^ n i m bXwviJ, i Pom 31^ ^ bv Okd okc 
IMliH ho bin con>fetal Phil Abudrumn Notkti iwtf be gfcd oflfr rihr U itadmMtoj, wefadky rttluwuba. tev» bm craytaA M» the operator hi 
d mIhiiI tbwthiftal^tbiodytorim iyppenop.) 



CWdJV 1** «t 429* to 4(1'. 



APPROVED 



3 2007 




. AMOS 
8UPERVISOR-EPS 




n r 

Form 3 1 60-5 
(February 2005) 



UNITED STATES 
DEPARTMENT OF THE INTERIOR 
BUREAU OF LAND MANAGEMENT 

SUNDRY NOTICES AND REPORTS ON WELLS 

Do not use this form for proposals to drill or to re-enter an 
abandoned well. Use Form 3160-3 (APD) for such proposals. 



FORM APPROVED 
OMB NO. 1004-01 37 
Expires March 3 L 2007 



5. Lease Serial No. 



6. If Indian, A i tot tee or Tribe Name 



SUBMIT IN TRIPLICATE - Other instructions on reverse side 



7. If Unit or CA/Agreement, Name and/or No. 



1. Type uf Well 

Q Oil Well Q Gas Well [x] Other 



2. Name l>I Operator 

HOQ Resources Inc. 



jSWD| 8- Well Name and No. 
Bed Tank Federal 



2 SWD 



3a. Address 

P.O. Beat 2267 Midland. Tama 



79702 



3b. Phone No. {include area code) 
432 686 3689 



9. API Well No. 
025 



32= 



08113 



4. Location of Well (Footage, Sec, 7., /f., M., or Survey Description) 
542* FSL 6 1958' FWL 
Sec 14, T22S, R32E 



10. Field and Pool, or Exploratory Area 
SKDi Delawarwe 



1 1 . County or Parish, Stale 

Left 



12. 



CHECK APPROPRIATE BOX(ES) TO INDICATE NATURE OF NOTICE, REPORT, OR OTHER DATA 



TYPE OF SUBMISSION 



TYPE OF ACTION 



| ] Notice of tmcnl 

[x\ Subsequent Report 

[ | Final Abandonment Notice 



[ | Acidize Q Deepen Q Production (Stan/Resume) Q Water Shut* Off 

|~~] Alter Casing Fracture Treat Reclamation Well Integrity 

[ I Casing Repair New Construction Recomplcte I Xl Other 

| ] Change Plana I I Plug and Abandon | j Temporarily Abandon RflflHT ^fl ff^^ lQflfc 

n Convert to Injection PHigBack Water Disposal 



13. 



Describe Proposed or Completed Operation (clearly state all pertinent details, including estimated starting date of any proposed work and approximate duration thereof. 
If the proposal is to deepen directionally or recompute horizontally, give subsurface locations and measured and true vertical depths of all pertinent markers and zones. 
Attach the Bond under which the work will be performed or provide the Bond No. on file with BLM/BIA. Required subsequent reports shall be filed within 30 days 
following completion of the involved operations. If the operation results in a multiple completion or ^completion in a new interval a Form 3160-4 shall be filed once 
testing has been completed. Final Abandonment Notices shall be filed only after all requirements, including reclamation, have been completed, and the operator has 
determined that the final site is ready for final inspection.) 



6/28/07 
6/29/07 
6/30/07 
7/03/07 

7/05/07 
7/06/07 
7/09/07 



7/10/07 



7/12/07 



MUSI to repair caaing leak. 

POOH w/ 2 7/8" IXC tubing and packer. 

Test and found casino leak frcm 429* to 461 1 . 

RIH w/ OCR set at 324 1 . Squeezed 75 ex Prem C, 14.8 ppg, 1.47 yield and 100 sx Class H, 
15.6 VBQ* 1-2 yield. 

RIH and tagged OCR at 324' . Begin drilling out CICR and cement. 

OmtiiBind drilling out. Tell out of cetosnt at 433' - Circulated clean. 

BUff representatives aa hand to witness pump In test* Took static fluid level of SWD wall. 

Took static fluid level of fresh water well. Statrt injection of fresh water. Installed crye 

packet in water wall. There was no indicates! of cxmnmlcation between the SWD well and the 

fresh water well. 

Oontixue the fresh rater injection test for the BIN. Pump fresh water, no sign of any 
oarnuaicaticn between the SWD well and the fresh water well. 

RIH and set 5 1/2" CICR at 354' to re-squeeze leak. Squeezed 75 sx Class C lead cement and 
100 sx Class H. Wait en cement. 

RIH to drill out CXO* and cement. Fell out of the cement at 433* . 



14. 1 hereby certify that the foregoing is true and correct 
Name {Printed/Typed) J 


Title 


Stan WW / 


Regulatory Analyst 


Signature y^T^/ 


Date 10/30/07 



7) 



THIS SPACE FOR FEDERAL OR STATE OFFICE USE 



Approved by 


Title 


Date 


Conditions of approval if any, are attached. Approval of this notice does not warrant or 
certify that the applicant holds legal or equitable title to those rights in the subject lease 
which would entitle the applicant to conduct operations thereon. 


Office 



Title 18 U.S.C. Section 1 00 1, and Title 43 (J S C. Section 1212, makes it a crime for any person knowingly and willfully to make to any department or agency of the United 
States any false, fictitious or fraudulent statements or representations as to any matter within its jurisdiction. 



Form 1160-5 UNITED STATES 

(February 21)05) DEPARTMENT OF THE INTERIOR 

BUREAU OF LAND MANAGEMENT 

SUNDRY NOTICES AND REPORTS ON WELLS 

Do not use this form for proposals to drill or to re-enter an 
abandoned well. Use Form 3160-3 (APD) for such proposals. 



FORM APPROVED 
OMB NO. 1004-0137 
Expires March 31, 2007 



5. Lease Serial No. 
1M« 51689 



6. If Indian, Allottee or Tribe Name 



SUBMIT IN TRIPLICATE - Other instructions on reverse side 



7. If Unit or CAMgreement, Name antVor No. 



1. Type o(" Weil 

Pi Oil Well [~] Gas Well [x] Other 


SWD 


2. Name of Operator 




BOG Resources Inc, 




3a. Address 


3b. Phone No. {include area code) 


P.O. BGK 22fi7 MWlimA. TfcKM 75702 


432 €86 36S9 


4. Location of WcII(fVwfag«r, Sec. 7\, R., M., or Survey Description) 



3. Well Nam and No. 

Red Ttok Federal 2 SWD 



9. API Well No. 
30-025-08113 



10. Field and Pool, or Exploratory Area 
SWD; Delaware* 



542* FSL & 1958* FWL 
Sec 14, T22S, R32E 



1 1. County or Parish, State 



12. 



CHECK APPROPRIATE BOX(ES) TO INDICATE NATURE OF NOTICE, REPORT, OR OTHER DATA 



TYPE OF SUBMISSION 



TYPE OF ACTION 



| I Notice of Intent 

| x) Subsequent Report 

| | Final Abandonment Notice 



| ] Acidize Q Deepen Q Production (StartyResume) Q Water Shut-Off 

I""] Alter Casing Fracture Treat [^] Reclumauon ^] WeU Integrity 

Casing Repair I I New Construction ^] Recomplete I X[ Other 

| ] Change Plans ^| Plug and Abandon | 1 Temporarily Abandon J532fii£^3fiiEHLlftSk 

| | Convert to Injection [^] Plug Back ^| Water Disposal 



1 3. Describe Proposed or Completed Operation (clearly state all pertinent details, including estimated starting date of any proposed work and approximate duration thereof. 
If the proposal is to deepen directionalry or recomplete horizontally, give subsurface locations and measured and true vertical depths of all pertinent markers and zones. 
Attach the Bond under which the work will be performed or provide the Bond No. on file with BLM/BIA. Required subsequent reports shall be riled within 30 days 
following completion of the involved operations. If the operation results in a multiple completion or recompletion in a new interval, a Form 3160-4 shall be filed once 
testing lias been completed. Final Abandonment Notices shall be filed only after all requirements, including reclamation, have been completed, and the operator has 
determined that the final site is ready for final inspection.) 

7/16/07 Scjiaezed leak still leaking. KU Halliburton and pmped 250 gala Flowcbeck. 

Pressured to 800 psi. 
7/19/07 RIH and sat oaopoeite bridge plug at 600" . Ban casing inspection log. 
7/20/07 RD Weathnrford to run casing patch from 420 1 to 440 1 . 

7/21/07 Pressure test casing leak to 500 psi for 30 min. Test good. Drill out composite bridge plug 

and lay dc*n workstring. 
7/23/07 RIH w/ 2 7/8" IPC tnpjjy art packer set at 5342'. 
7/24/07 Acidized w/ 2000 gala 15% NESS acid and returned to injection. 



14. I hereby certify that the foregoingi 
Name (rrinied/Typed) 

Stan Wagner 




Title 



Regulatory Analyst 



Signature 



Date 10/30/07 



THIS SPACE FOR FEDERAL OR STATE OFFICE USE 


Approved by 


Title 


Date 


Conditions of approval, if any, are attached. Approval of this notice does not warrant or 
certify that the applicant holds legal or equitable title to those rights in the subject lease 
which would entitle the applicant to conduct operations thereon. 


Office 



Title 18 U.S.C. Section 1001, and Title 43 U.S.C. Section 1212, makes it a crime for any person knowingly and willfully to make to any department or agency of the United 
States any false, fictitious or fraudulent statements or representations as to any matter within its jurisdiction. 



Form 3160-5 
(February 21)05) 



UNITED STATES 
DEPARTMENT OF THE INTERIOR 
BUREAU OF LAND MANAGEMENT 



OPERATOR'S COPY 



SUNDRY NOTICES AND REPORTS ON WELLS 

Do not use this form for proposals to drill or to re-enter an 
abandoned well. Use Form 3160-3 (APD) for such proposals. 



FORM APPROVED 
OMB NO. 1004-0137 
Expires March 3 1, 2007 



5. Lease Serial No. 
»W S1689 



6. If Indian. Allottee or Tribe Nairn: 



SUBMIT IN TRIPLICATE - Other Instructions on reverse side 



7. If Unit or CA/ Agreement, Naiue and/or No. 



I Type ul" Weil 

PI Oil Well Q Gas Well [x] Other 



2. Name <>r Operator 

BOO Resource* Inc. 



SWD|8. Well Name and No, 

Fad Tank Federal 2 SWD 



3a. Address 



79703 



3b. Phone No. (iru lude area nxlt) 

«2 m 2999 



4. Locution ot Well (Ftxitage, Sec, T„ R., Af , or Survey Description} 

542' FSL & 1958' FHL 
Sec 14, T22S, R32S 



<>. API Well No. 

10. FiekJ and Pool, or Exploratory Area 
SWD; 



1 1 . County or Parish. Stale 



12. 



CHECK APPROPRIATE BOX(ES) TO INDICATE NATURE OF NOTICE, REPORT, OR OTHER DATA 



TYPE OF SUBMISSION 


TYPE OF ACTION 


[ | Notice of Imem 

fUcl Subsequent Report 

| | Final Abtindonmrnt Notice 


[""I Acidue Q Deepen Q Production (Start/Resume) Q Water Shut-Off 

I ) Alter Caiing ^] Fracture Treat ^] Reclamation Welt Integrity 

I _| Casine Repair f~"] New Conjunction ("H Recomplcte fxl Other 

I | Change Plan* Q Pbg and Abandon [""] Tcmporanly Abandon H^p-lf r*«^Yvr InnV 

|~~] Convert 10 Injection ^] Plug Back Water Disposal 



13. 



Describe Proposed or Completed Operation (clearly state all pertinent details, including estimated starting date of any proposed work and approximate duration thereof 
If the proposal is to deepen dircctionalry or recomplete horizontally, give subsurface locations and measured and true vertical depths of all pertinent markers and zones. 
Attach i be Bond under which the work will be performed or provide the Bond No. on file with BLM/BIA. Required subsequent reports shall be filed within 30 days 
following completion of the involved operations. If the operation results io a multiple completion or rccornpletion in a new interval, a Form 3160-4 shall be filed once 
testing has been completed. Final Abandonment Notices shall be filed only after all requirements, including reclamation, have been completed, and the operator has 
determined that the final site is ready for final inspection.) 



6/28/07 
6/29/07 
6/30/07 
7/03/07 

7/05/07 
7/06/07 
7/09/07 



7/10/07 



7/12/07 



MXKTJ to repair casing leak. 

F00H w/ 2 7/8° IPC tubing and packer* 

Tut and found cosing leak from 429< to 461 1 . 

FJH w/ CXCK set at 324'. Squeezed 75 sx Prera C, 14.8 1»47 yield and 100 « Class H, 
15.6 ppg, 1.2 yield. 

Km and tagged OCR at 324' . Begin drilling out CJCR and cement. 

Continued drilling out. Fall out of cement at 433* . Circulated clean. 

ELM representatives en hand to witness pump in test. Took static fluid level of SWD well. 

Took static fluid level of fresh water wall. Statrt injection of fresh water, installed 4ye 

peefcet in water well. There was no Indlratra of ccnnunicaticn betiieen the SWD well and the 

fresh water well. 

Continue the fresh water injection test for the HUff. Pump fresh water, no sign of any 
coniTiml cation, between the SWD well and the fresh water wall. 

WH and set 5 1/2" OCR at 354* to re-squeeze leak. Squeezed 75 ax Class C lead cement and 
100 sx Class R. Halt an cement. 

RIH to drill out CXOl and cement. Pall cut of the cement at 43; 



ACCUTED FOR RECORD 



1 4. I hereby certify that the foregoing is true and correct 
Name iPrinted/Typvd) j 

Stan " ' * 




Approved by 



Conditions of approval, if any, are attached. Approval of this notice does not warrant or 
certify that the applicant holds legal or equitable title to those rights in the subject lease 
which would entitle the applicant to conduct operations thereon. 



Title 18 U S C. Section 1001 , and Title 43 U.S.C. Section 1212, makes it a crime for any person knowingly and willfully to make to any department or agency of the United 
States any false, fictitious or fraudulent statements or representations as to any matter within its jurisdiction. 



Form hhU-S UNITED STATES 

{February 2005) DEPARTMENT OF THE INTERIOR 

BUREAU OF LAND MANAGEMENT 

SUNDRY NOTICES AND REPORTS ON WELLS 

Do not use this form for proposals to drill or to re-enter an 
abandoned welt. Use Form 3160-3 (APD) for such proposals. 



FORM APPROVED 
OMB NO. 1 004-01 37 
Expires March 31. 2007 



5. Lease Serial No. 
>MM 51689 



6. If Indian, Allottee or Tribe Name 



SUBMIT IN TRIPLICATE -Other instructions on reverse side 



7. If Unit or CA/ Agreement. Name and/or No. 



I Type of Well 

Q Oil Well Q Gas Well [x] OtheT 



SWD 



2. Name of Opera lor 

EEG Resources Inc. 



8. Well Name and No. 

Had Tank Federal 2 SWD 



3a. A U dress 

P.O. BOH 2261 



3b. Phune No. (iiitludr area aide) 



9. API Well No. 



4. Location of Well (Footage, Sec, 7\ Af, or Survey Description) 

542' FSL ft 1958' FWL 
Sac 14, T22S, R32E 



10. Field and Pool, or Exploratory Area 
SKDj DelflNSXM 



] 1. County or Parish. State 



12. CHECK APPROPRIATE BOX(ES) TO INDICATE NATURE OF NOTICE, REPORT, OR OTHER DATA 


TYPE OF SUBMISSION 


TYPE OF ACTION 


[~"| Notice of Intent 


| | AcidiM 


1 | D«pen 


| [ Production (Stan/Resume) 


Q Water Shui-Off 




AHerCaiinfi 


| ] Fracture Trent 


| ) Reclamation 


| | WeUrmegrity 


fx] Subsequent Report 


I 1 Casing Repair 


1 1 New Construction 


1 1 Rccompfete 


fx] Other 


(~~| Final Abandonment Nolice 


1 ] Chunjc Plans 


["") Phig and Abandon 


| ] Temporarily Abandon 




| | Convert to Injection 


I | Plug Back 


| 1 Water Diipoud 





13. Describe Proposed or Completed Operation (clearly state all pertinent details, including estimated starting date of any proposed work and approximate duration thereof. 
If I hi: proposal is lo deepen directionally or recompute horizontally, give subsurface locations and measured and tme vertical depths of all pertinent markers and zones, 
Attach I he Bond undeT which the work will be performed or provide the Bond No. on file with BLM/B1A. Required subsequent report* shall be filed within 30 days 
following completion of the involved operations. If the operation results in a multiple completion or recompletion in a new interval, a Form 3160-4 shall be filed once 
testing lias been completed. Final Abandonment Notices shall be filed only after all requirements, including reclamation, have been completed, and the operator has 
determined that the final site is ready for final inspection.) 

7/16/07 Sejueazed leak still laaJdng. RU lUlibuxtcn and pumped 250 gals FLowchack. 

Pressured to 800 pal. 
7/19/07 RIH and sat composite bridgs plug at 600' • Ran casing inspection log. 
7/20/07 RU Waafharfcml to run casing patch £xan 420 r to 440'. 

7/21/07 Fxassux* tast casing laak to 500 pal for 30 ndn. Test good* Drill out composite bridga plug 

and lay down warkstrlng* 
7/23/07 RIH w/ 2 7/8" IPC tubing and packer sat at 5342 1 . 
7/24/07 Acidized w/ 2000 gala 15% NEFE acid and returned to injection. 



14. 1 hereby certify that the foregoing 
Name (Printed/Typed) 

Stan Wagner y 




i and cor rect/ 



Title 



Regulatory Anal: vt 




Signature 



Dale 10/30/07 



THIS SPACE FOR FEDERAL OR STATE OFFICE USE 



Approved by 



Conditions of approval" if any, arc attached. " Appro Tvafof This notice docs not warrant or 
certify that the applicant holds legal or equitable title to those rights in the subject lease 
which would entitle the applicant to conduct operations thereon. 



Title 



Office 



LAND MANAGEMENT 
iLSBAD FIELD OFF I C E — 



Title 1 8 U S C. Section 1001, and Title 43 U S C. Section 1212, makes it a crime for any person knowingly and willfully to make to any department or agency of the United 
States any false, fictitious or fraudulent statements or representations as to any matter within us jurisdiction. 




i 



Form 3160-5 
(August 1999) 



UNITED STATES 
DEPARTMENT OF THE INTERIOR 
BUREAU OF LAND MANAGEMENT 



OPERATOR'S 



FORM APPROVED 
OMBNO. 1004-0135 
Expire: November 30, 2000 



SUNDRY NOTICES AND REPORTS ON WELLS 

Do not use this form for proposals to dnH or to re-enter art 
abandoned weH Use Form 3160-3 (APD) for such proposals. 



SUBMIT IN TRIPLICATE • Other instructions on ravers* side 



l. type of Well 

(3oaWdl []G«WeH Q Other 


2. Name of Operator 




E0G Resources. Inc. 




3*. Address 


3b. Phone No. {include area cock) 


P 0. Box 22ST Midland. Texas 79702 





4. Location of Well (Footage, Sec., T. t &, or Survey Description) 

See below. 



Lease Serial No. 



NHWM77Q58 



6. If Indian, Allottee or Tribe Name 



7. If Unit or CA/Af/eement, Name anoYor 



8. WciJ Name and No. 
Red Tank Federal 



9. API Well No. 
See below. 



10. Field and Pooi, or Exploratory Area 

Red Tank: Delaware. West 



11. County or Parish, State 

Lsi ML 



12. CHECK APPROPRIATE BOX(ES) TO INDICATE NATURE OF NOTICE. REPORT, OR OTHER DATA 



TYPE OF SUBMISSION 


TYPE OF ACTION 


| | Notice of talent 


f~1 Acuta** 


O Cteepea 


I | ProdWtKai (StaTt/Ratuow) 


| | WnerSbBtOff 


fiTl Subsequent Report 


I | Alter Catfavf 


PI Fracture Treat 


{"1 Redanatioa 


| | WeUbrletnty 


[~] Cuinf Repair 


1 1 NewCoatfruct] 


on a^eeoajylce? 


[Xl OaW 


| | ¥nM Mmadtmx*** Notice 


1 | Change rleoft 


| 1 FhicaadAbam 


loa 1 1 Temporarily Abondoa 


Chanoe of 


I""! Convctitofajectn 


m 1 | Ftttg Back 


| \ WanYDiapoaal 


Ooerator 



13. Describe Proposed or Completed Operation (clearly state ill pertinent details, including estimated starting date of any proposed work and approximate duration thcreo 
If the proposal it to deepen directional hy or recomplcte horizontally, give subsurface locations and measured and Due vertical depths of all pertinent markers and zone 
Attach the Bond under which the work will be per fo rmed or provide the Bond No. on file with BLM/BIA. Required subsequent reports shall be filed within 30 day 
following completion of the involved operations. If the operation results in a multiple completion or recompktion in a new interval, a Form 3 160-4 shall be filed one 
testing has been completed. Final Abandonment Notices shall be filed only after all requirements, including reclamation, hive been completed, and the operator ha 
determined that the final site is ready for final inspection.) 

Effective 3-1-2000, EOG Resources, Inc. assumed operators hip of these wels from Burlington Resources Oil & Gas Company. 

EOG Resources, Inc. Statewide Bond coverage is provided by Nationwide Bond No. JP0923 carried by St Paul Fire and 
Marine Insurance Co. BLM bond number on file is NM 2308. 

Red Tank Federal (Lease No. NHNH51689): 



#1 
#2 
#3 
#4 
#5 
#6 



UL N. Sec. 14. T22S. R32E, 330' FSL & 1980' FWL 

UL N. Sec. 14. T22S. R32E. 542" FSL & 1958" FWL 

UL H, Sec. 14. T22S. R32E. 330" FSL & 990" FWL 

UL K. Sec. 14. T22S. R32E. 1650' FSL & 2135' FWL 

UL 0. Sec. 14. T22S. R32E. 330' FSL & 2310' FEL 

UL J. Sec. 14. T22S. R32E. 1650' FSL & 1980' FEL 



API #: 



30-025-32469 
30-025-08113 
30-025-32507 
30-025-32528 
30-025-32539 
30-025-32545 




14. 1 hereby certify that the foregoing ts true and correct 
Name (PrintedfTyptd) 

Hike Francis 



Title 



Agent for EOG Resources. Inc. 



Dale 



THIS SPACE FOR FEDERAL OR STATE OFFICE USE 


Approved by 


rule 


1 Date 




Gordons o/approval, if any, arc attached Approval of this notice dm not warrant oc 
certify that the applicant hoMi legal or equitable tide to (hose rights in the subject lease 
which would entitle the applicant to conduct operations thereon. 


Office 


Title 18 XJS.C. Section 1001, and Title 43 U.S.C Section 1212. mate k a crime for any 
States any Use, fictitious or frandoicot statements or irprcsefltatkms as to any matter wit 


person bwwtngly and wttlAilly to mi 
to ifer jtwrafiction. 


toe lo any department or age 


ncy of the United 



nutrict i 

1625 N. French Dr., Hobbs, NM B8240 

Sf 1 South First, Artesia, NM 88210 
nfttrict III 

1000 Rio Brazos Rd., Azlcc, NM 87410 
Hkifiet IV 

2040 South Pachcco. Santa Fe, NM 87505 



State of New Mexico 
Energy, Minerals & Natural Resources 

OIL CONSERVATION DIVISION 
2040 South Pacheco 
Santa Fe, NM 87505 



Form C-104 
Revised March 25, 1999 

Submit to Appropriate District Office 
5 Copies 

□ AMENDED REPORT 



i Operator name and Address 

E0G Resources, Inc. 
P. 0. Box 2267 
Midland. Texas 79702 


* OGRJD Number 
7377 

2 Reason for Filing Code 
CK. -*-l-2000 


* API Number 
30-0 25-08113 


3 Pool Name 

— Red Tank; Delaware. Wesfr- 




7 Property Cock: t „ 


i Property Name 

Red Tank Federal 


» Well Number 

2 



II. 



Surface Location 



UL or lot no. 
N 


Section 
14 


Township 
22S 


Range 
32E 


Lot. Idn 


Feet from the 
542 


North/South Line 
South 


Feet from the 
1958 


East/West line 
West 


County 

Lea 


" Bottom Hole Location 


UL or lot no. 


Section 


Township 


Range 


Lot Idn 


Feet from the 


North/South Line 


Feet from the 


East/West tine 


County 


u Lse Code 


13 Producing Method Code 


14 Gas Connection Dale 


i'C-129 Permit Number 


16 C-129 Effective Date 


17 C- 129 Expiration Date 



III. Oil and Gas Transporters 




" Transporter Name 
and Address 



IV, Produced Water 




u POD ULSTR Location 
and Description 



23 POD 



24 POD ULSTR Location and Description 



V. Well Completion Data 



25 Spud Date 



26 Ready Date 



27 TD 



" PBTD 



29 Perforations 



30 DHC.MC 



3i Hole Size 



" Casing & Tubing Size 



» Depth Set 



"Sacks Cement 



VI. Well Test Data 



» Date New Oil 


36 Gas Delivery Date 


" Test Date 


31 Test Length 


™ Tbg. Pressure 


40 Cag. Pressure 


«i Choke Size 


42 Oil 


43 Water 


44 Gas 


45 AOF 


46 Test Method 



complied with and that the information given above is true and complete to the 
best of my knowledge and belief. 



Printed name: 



OIL CONSERVATION DIVISION 



Approved by: 



Title: 



Title: 

Aqent for E0G Resources. Inc. 






915-686-3714 





41 If this is a change of operator fill in the OGRJD number and name of the previous operator 

' 9 s/U^*— OGRID #26485, Burlington Resources Oil & Gas Co. ^ Mt 

— Rick Galleoos. Landman 2,1^ 0) 



Previous Operator Signature 



Printed Name 



Title 



Date 



Ottrtct) 


State of Now Mcdoo 


FonnC-104 


1629 N. French Dr.. Hobbs , NM 86240 


Enargy, MJnarsJs & Natural Rasourcaa 


Ravtsad Marc* 23. 1999 






81 1 South First, Artesla. NM 88210 


OIL CONSERVATION DIVISION 


Subndt to Appropriate Dtetract Offica 


District II 


2040 Sou* Pachaco 


5Copfca 


1000 Rio Braeoa Rd M Axtec, NM 87410 


Sante Fa, NM 87900 


I [AMENDED REPORT 


CWfftrV 


2040 South Pachaco, Santa Fa, NM 87505 







REQUEST FOR ALLOWABLE AND AUTHORIZATION TO TRANSPORT 



'operator narna and Addrass 

EOO Rasourcaa, Inc. 
P.O. Box 2287 
MMbnd.TX 78702 


z OGRlDNumbor 
7377 


^Raascfi far HNng Coda 
Namachgonry 3-1-00 


'APtNumbor 

30-025-08113 


VoolNama 
RadTaj*Daarawa(WasQ 


"Pool Coda 
51889 


7 ProportyCodt 
14799 


"Proporty Noma 
Rod Tank BTFadaral 


Kvai Nurobar 

2 



UL or lot no. 
N 


Saction 

14 


Township 
22S 


Ranga 

32E 


Lotldn 


Fast from Via 
542 


NoraVSoutti Una 
South 


Fast front ttia 
1998 


EaatrWaat Hns 
Watt 


County 

Laa 


"Bottom H 


ole Location 


UL or lot no. 


Sactfon 


Township 


Ranga 


Lot Mr 


Foat from tha 


NorftSouthUna 


Fast from, ttia 


EastfWsstBna 


County 


"Lsa&da 


"Producing Mathod Coda 


w Gaa Comacfen Data 


^129 Parmtt Numbar 


1B C-129Eflact»vaDato 


"<>129 Expiration Da* 



^^Transporter 

OGRID 


1 *Transpoftar Nama 
and Addrass 


■SalBHI 


*POOl«TRLo<*aon 

ami * 

ana uaaoniiBQn 










— 















IV. Produ ced Water 



a 1^Ut^TRLoo^andDascHpdon 



^SpudDals 


"RaadyDate 


" J, TB 


"HUB 


Bn, .in-.M,, „- 

ranuiauons 


J0 DHC,MC 


"HoWSiza 


"Casing and Tubing Stea 


"DarthSat 


**$ajdo) Cantant 



































VI. Well Test Data 



"DatoNawOfl 


"Gas Dalrvaiy Data 


"TastDate 


-TaatLangth 


""log* Praaaura 


^Cag. Praaaura 


4, Choka Stea 


«o« 


"Water 


"flaa 


*AOF 




"S htnby carttfy that tfw rutes of ttw OR GoraMtfvatfon DMaton hav* bam oomoHod w* 
and Oaa aja tntonfMMon ghwn sbowt is trot and oofnptete to Sa) boat of my knoMftedps 
andbalat. 

Sfgnatura: ^ y 


OIL CONSERVATION DIVISION 
Approvadby: 


Printed Nama: 

Mtka Francis 


rife" ' 


TWa: 

Agant 


Approval Date: 


Date: 5/W00 IPhona: 915-808-3714 





Pravtous Oparator Slgnatura 



T»a 



Date 



District I 

1625 N. French Dr., Hobbs, NM 86240 
Pistrfc t l l 

811 South First. Artesia, NM 88210 
District III 

1000 Rio Brazos Rd. t Aztec, NM 87410 
District IV 

2040 South Pacheco, Santa Fa, NM 87505 

REQUEST FOR ALLOWABLE AND AUTHORIZATION TO TRANSPORT 



State of New Mexico 
Energy, Minerals & Natural Resources 

OIL CONSERVATION DIVISION 
2040 South Pacheco 
Santa Fe, NM 87505 



Form C-1 04 
Revised March 25, 1 999 

Submit to Appropriate District Office 
5 Copies 

□AMENDED REPORT 



1 0perator name and Address 

EOG Resources, Inc. 
P.O. Box 2267 
Midland, TX 79702 


2 OGRID Number 
7377 

^Reason for Filing Code 
Name chg only 3-1-00 


4 API Number 
30-025-08113 


5 Pool Name 
Red Tank Delaware (West) 


*Pool Code 
51689 


7 Property Code 
A 4790 Ji 5v* 


"Property Name 
Red Tank BT Federal 


"Well Number 
2 


II. '^Surface Location 


UL or lot no. 
N 


Section 

14 


Township 
22S 


Range 

32E 


Lot Idn 


Feet from the 
542 


North/South Line 
South 


Feet from the 
1958 


East/West line 
Wast 


County 

Lea 


' 'Bottom Hole Location 


UL or lot no. 


Section 


Township 


Range 


Lot. idn 


Feet from the 


North/South Line 


Feet from the 


East/West line 


County 


u LseCode 


"Producing Method Code 


"Gas Connection Date 


ia C-129 Permit Number 


"C-129 Effective Date 


U C-1 29 Expiration Date 



III. Oil and Gas Transporters 



transporter 
OGRID 


transporter Name 
and Address 


20 POD 


*O0 


^PODULSTR Location 
and Description 













IV. Produced Water 



24 POD ULSTR Location and Description 



^POD 



V. Well Completion Data 



"Spud Date 


"Ready Date 


-TD 




^Perforations 


"DHC.MC 


"Hole Size 


"Casing and Tubing Size 


"Depth Set 


"Sacks Cement 



































VI. Well Test Data 



"Date New OU 


"Gas Delivery Date 


"Test Data 


Test Length 


"Tbg. Pressure 


*°Csg. Pressure 


""Choke Size 


i3 Ofi 


43 Water 


u 6as "" 


"aof 


46 Test Method 


"l hereby certify that the rules of the Oil Conservation Division neve been compied with 
and that the information given above is true and complete to the best of my knovtedge 
and belief. 

Signature; S ,r ~ ~) 


OIL CONSERVATION DIVISION 

Approvedby: ...... M r-,^. :- n ^ r . v V;! ■ , ,^ 


Printed Name: 

Mike Francis 


THIe>: 








Title: 

Agent 







Approval Date: 










Date: 5/9/00 | Phone: 915-686-3714 

"^ts^s^ fill in the c:^wF?nlJmberan^a^«^^ep^^^u^pe^5^ , 



Previous Operator Signature 



Printed Name 



Title 



Date 




NEW MEXICO ENERGY, MINERALS and 
NATURAL RESOURCES DEPARTMENT 

GARY E. JOHNSON Lorl Wrotenbery 

Governor Dlratir 

Jennifer A. Salisbury OO Conservation Division 
CibiMt Sscrttiry 



January 14, 2002 



TO; Oil & Gas Operators 

FROM: Nclda Morgan, Geological and Petroleum Technician 
Proration Department 

RE: Delinquent Gas-Oil-Ratio Tests 



In regard to the Gas-Oil-Ratio Tests which are delinquent and were due 10-10*01 and 
11-10-01, please fax a copy of these tests as soon as they have been prepared. Then 
follow up with a hard copy in the mail. Also check for the wells which are downhole 
commingle and submit a downhole commingle test accordingly. Please include the API 
number immediately below the property name* 

If you have any questions, please contact Nelda at (505) 393-6161 Ext. 101. 



Oil Conservation Division * 1625 French Drive* Hobbs, New Mexico 88240 
Phone; (505) 393-6161 * Fax (505) 393-0720 * http://www.ennmlstate.nm.us 




NEW MEXICO ENERGY, MINERALS and 
NATURAL RESOURCES DEPARTMENT 

GARY E. JOHNSON Lorf Wrotenbery 

Governor Director 
Jennifer A. Salisbury Oil Conservation Division 

Cabinet Secretary January 8, 2002 



EQG Resources Incr 

ATT: Beverly Hatfield 
P. 0. Box 2267 
Midland, fX 79702-2267 



RE: SCHEDULED GAS-OIL-RATIO TEST DUE 10-10-01 
(Form (M 16 as Required by Rule 301) 

Gentlemen: 

The Gas-Oil-Ratio Tests on your wells listed below are delinquent. To avoid CANCELLATION of your 
allowables, GOR Tests submitted on Form C-l 16 must be received by 1-17-02 

Please refer to GOR Test Schedule in front of the Oil Proration Schedule for test periods and due dates. If 
you have any questions concerning Rule 301 or the Form C-l 16, please call the Hobbs District I Office 
and contact Nelda at (505) 393-6161 Ext. 101. 



LEASE NAME 




WELL NO. 


UL-S-T-R 


POOL NAME 


Red Hills North Unit 


102 


P-l -25-33 


Red 


Hills Bone 


!1 ft tl 


rt 


103 


J-l -25-33 


It 


ti 1 1 


n it n 


ii 


104 


H-l -25-33 


11 


it it 


it it it 


it 


105 


G-l-25-33 


It 


it it 


it it M 


ti 


107 


F-l -25-33 


(1 


rt ti 


If !t ft 


ii 


201 


N-12-25-33 


11 


ii it 


it ti it 


it 


202 


0-12- 25-33 


M 


it ii 


n it it 


it 


203 


P-l 2-25-33 


It 


tr ti 


it m ii 


ii 


205 


L-12-25-33 


tl 


ti tt 


it ti «i 


ti 


206 


H-l 2-25-33 


11 


it it 


n ft if 


it 


207 


K-12-25-33 


It 


ti ii 


it ir ti 




208 


B-12-25-33 


11 


it it 


ir ti it 


ti 


209 


F-l 2-25-33 


If 


it it 


Yours very truly, 




(Continued on 


attached page) 



OIL CONSERVATION DIVISION 

Chris Williams 
District I, Supervisor 

CW:nm 



Oil Conservation Division * 1623 French Drive* Hobb*. New Mexico 88240 
Phone: (505) 393-6161 * Fix (505) 393-0720 • http^/www.emnnLrtite.nni nt 



Page -2- 

EOG Resources Inc. 
January 8, 2002 



Red Hills North Unit 


210 


C-l 2-25-33 


n it if 


ii 


211 


L-7-25-34 


ft n it 


tt 


212 


C-7-25-34 


II 11 M 


ti 


301 


C-l 3-25-33 


ii ti rt 


rt 


302 


B-13-25-33 


n ti ti 


rt 


303 


A-13-25-33 


it it it 


rr 


304 


D-13-25-33 


ti tt n 


ti 


601 


0-6-25-34 


ii tt n 


ti 


602 


N-6-25-34 


ii it it 


it 


603 


M-6-25-34 


it ti ii 


ti 


701 


B-7-25-34 


rt m i* 


it 


702 


G-7-25-34 


n rr ir 


ti 


703 


M-7-25-34 


m it it 


ii 


704 


E-7-25-34 


ti ii ii 


rt 


705 


0-7-25-34 


ir ii ii 


rt 


706 


1-7-25-34 


n ii it 


ft 


707 


F-7-25-34 


it it ii 


it 


708 


K-7-25-34 


ii it ir 


ti 


801 


E-18-25-34 


M 11 f| 


it 


802 


C-18-25-34 


?i tt ii 


TT 


803 


B-18-25-34 


it it it 


II 


804 


A-l 8-25-34 


tt ti ii 


11 


805 


1-18-25-34 


ii ti n 


11 


806 


K-18-25-34 


n ii it 


If 


807 


M-18-25-34 


it it ii 
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NEW MEXICO ENERGY, MINERALS and 
NATURAL RESOURCES DEPARTMENT 



GARY E. JOHNSON 

Governor 
Jennifer A. Salisbury 

Cabinet Secretary 



Lori Wrotenbery 
Director 
Oil Conservation Division 



Underground Injection Control Program 
"Protecting Our Underground Sources of Drinking Water" 



14-Feb-2001 



EOG RESOURCES INC 7377 
PO BOX 2267 
MIDLAND TX 79702- 



Dear Sirs: 



Our records indicate that the following well(s) are due for the type of mechanical integrity test indicated. If the required test 
is a pressure test, please have the necessary equipment on location and ready to commence the test at the specified time. 
For all types of tests, please have a representative on location to operate any valves or other equipment as necessary. Your 
representative should meet our inspector at the well listed below at the specified schedule date and time. 

Scheduled Inspections / MITs 

Scheduled Date: 3/1/01 1:00:00 PM 

UL S-T-R API Well No, WeU No, Type InspJMIT 
Property Name RED TANK FEDERAL Property IDN: 15014 

N 14 22S 32E 30-025-08113-00-00 002 MIT Witnessed - Bradenhead 

If you have any questions or need to reschedule any test, please callMs. Sylvia Dickey at 505-393-6161 at the Hobbs 
district office between 7:00 am and 4:00 pm, at least two weeks prior to the indicated schedule date. 



Sincerely, 

Chris Williams, District I Superviso 



Oil Conservation Division * 155 INVERNESS DRIVE WEST * ENGLE WOOD, New Mexico 80112 
Phone: 303-290-8700 * Fax: 303-267-0140 * http://www.ernnrd.state.nrn.us 




GARY E. JOHNSON 

Governor 
Betty Rivera 

Cabinet Secretary 



NEW MEXICO ENERGY, MINERALS and 
NATURAL RESOURCES DEPARTMENT 



Lori Wrotenbery 
Director 
Oil Conservation Division 



/ nder^rouud injection Control Program 

"Protecting Our Cnditrgnmrid Sources of Drinking Water* 1 



06-Mar-2002 



EOG RESOURCES INC 7377 
PO BOX 2267 
MIDLAND TX 79702- 



Dear Sirs: 



Our records indicate that the following well(s) are due for the type of mechanical integrity test indicated. If the required test 
is a pressure test, please have the necessary equipment on location and ready to commence the test at the specified time. For 
all types of tests, please have a representative on location to operate any valves or other equipment as necessary. Your 
representative should meet our inspector at the Hat Mesa State #10 at the specified schedule date and time. 

Scheduled Inspections / MITs 



Scheduled Date: 3/26/2002 9:30:00 AM 

UL S-T-R API Well So. 

Property Name: VACA RIDGE 30 FEDERAL 

K 30 24S 34E 30-025-28873-00-00 
Property Name: HAT MESA STATE ^fvO 

F 32 20S 33E 30-025-30534-00-00 
Property Name: TRISTE DRAW 36 STATE 

E 36 23S 32E 30-025-31929-00-00 
Property Name: RED TANK BT FEDERAL ^fA 

N 14 22S 32E 30-025-08113-00-00 



Well No. 



001 



010 



001 



002 



Type Insp/MIT 

Property IDN: 15754 
MIT Witnessed - Bradenhead 

Property IDN: 25563 
MIT Witnessed - Bradenhead 

Property IDN: 25582 
MIT Witnessed - Bradenhead 

Property IDN: 25894 
MIT Witnessed - Bradenhead 



If you have any questions or need to reschedule any test, please call Ms. Sylvia Dickey at 5053936161 at the Hobbs 
district office between 7:00 am and 4:00 pm, at least two weeks prior to the indicated schedule date. 



Sincerely, 



Chris Williams, District I Supervisor 



Oil Conservation Division * 1625 North French Drive * Hobbs, New Mexico 88240 
Phone: {505)393-6161 * Fax:(505)393-0720 * http://www.emnrd.state.nm.us 




NEW MEXICO ENERGY, MINERALS and 
NATURAL RESOURCES DEPARTMENT 



BILL RICHARDSON 

Governor 
Joanna Prukop 

Cabinet Secretary 



Lort Wrotenbery 
Director 
Oil Conservation Division 



I niiergwHnd injection i'onirol Program 
Vtvfi'fii/tv Our (Jiifffirjrotttt/f Sftunvs of Drinking Water 1 



25-Nov-20Q3 



EOG RESOURCES INC 

PO BOX 2267 

MIDLAND TX 79702-0000 



7377 



Dear Sirs: 

Our records indicate that the following well(s) are due for the type of mechanical integrity test indicated. If the required test 
is a pressure test, please have the necessary equipment on location and ready to commence the test at the specified time. For 
all types of tests, please have a representative on location to operate any valves or other equipment as necessary. Your 
representative should meet our inspector at the meeting place indicated below for the entire inspection group. 

Scheduled Inspections / MITs 



Meeting Place for this Inspection Group: First Well on the List 



Scheduled Date: 12/30/2003 1:00:00 PM 

UL S-T-R API Well No. 

Property Name: HAT MESA STATE 

F 32 20S 33E 30-025-30534-00-00 
Property Name: TRISTE DRAW 36 STATE 

E 36 23S 32E 30-025-31929-00-00 
Property Name: RED TANK BT FEDERAL 

N 14 22S 32E 30-025-08113-00-00 



Well No. 



010 



001 



002 



Type Insp/MfT 



MIT Witnessed - Pressure Test 



MIT Witnessed - Bradenhead 



MIT Witnessed - Bradenhead 



If you have any questions or need to reschedule any test, please call Ms. Sylvia Dickey at 505-393-6161 at the Hobbs 
district office between 7:00 am and 4:00 pm, at least two weeks prior to the indicated schedule date. 




CHRIS WILLIAMS 

OC DISTRICT SUPERVISOR/GENERAL MANAGER 
Hobbs OCD District Office 



Oil Conservation Division * 1625 N. French Drive * Hobbs, New Mexico 88240 
Phone: 505-393-6161 * Fax:505-393-0720 * http://wwwxnmd.stotejim.us 
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toog resources 



DAILY COMPLETION AND WORKOVER REPORT 

EVENT i:1 



DATE:6/2W2007 



TANK FEDERAL MP iZ 



EVENT NO; 1 



OPERATOR: 
RELD: 
COUNTY.ST. ; 
AF£»: 
DHC: 

LOCATION ; 
SPUD DATE: 
REPORTED BY: 
WGCONTR,: 
DAILY COST: 



EOG RESOURCES, INC 

RED TANK WEST 

LEA , NM 

LOE 

90 



DIVISION: 

DISTRICT; 

TVDMD: 

Wl%: 

CWC: 



MIDLAND 



COMPLETION DAY; 
WQ-LTYPfr SWD 
PROP#: 041360 



100 
•0 



0/0 
NRIH: 



942 F8L 1950 FWL SEC 14T226R32EQ 

1ST SALES; 

SHERMAN TIPTON LA8TC8G: 

FOG: 

$2,05000 CUM COOT TO DATE : $2,000 



PERF6: 

AFE TOTAL ; 90 

TUBING SIZE: 
SHOETVDflMD: 
PH 



CREATE DATE:6fl*200f 
WELL CLASS: LOE 
AP*i;»02«6m 
FORMATION: 

EOT: 
KBELEV: 
PACKER DEPTH : 

/ 



TO 



Activity UM 24 How* 



AM -I AM) 



06:00 



06:00 



24.00 



Ft 



M J.RAJ. MAC ENERGY RX3 1256 SO F N 4:00 PM TO 6*0 PM 



ToW Mou»f : 24.00 



COSTS SUMMARY 



Cod* 



Dttcrfptlon 



Typ* Sftnrfc* Company 



Cost 



CASINO DATA 



Casing Nam* 



Dtp* 



OD WWgM 



OfKlt 



Conn 



416 
424 



COMPLETION WG 
SUPERVISION 



MTN 



■AMD ENER6Y 
SHERMAN TFTQN 



91,400 
MAO 



Tool D^y COM: 
vto« Total Cote 



92,00000 
92,050 



86/30/2007 84:42 

6, 



5953952844 



REPORT 2 

000 resource* t0 e 



Date 
Service Lin* 

Pumping Unit: 
Time Clock: 
Prod. Csg. OD: 
Formation: 



0-2*07, 
BASIC EMERGYTOGlMi 



SHERMANTIPTCM 

V"F". pepxrtCE REPORT 
pPHTANKFED fSWPl «# 1 

County: 



PAGE 07 



State: 



Date Completed: — ^ _ 
EOC5 Supervisor SHERMAN TiPTON 



% Run time 
0-1/1. 



SPM: 
WT.: 15.S* 



Lower Ml Cwiyon 



Recent Prod. Test 



Bttm Pert; 
BWPD 



Stroke Length: ^ 
Primt Mover 
PDTD: 
Top Pert 



8066' 



8744' 



BOPD BWPD MCFPO Fluid Lev* 

bfscnpnoW or equipment in hole 



TuMng 













2-7/f. 


IPC 


272 






2-M X2-7/8 




X-Ow 






2-7Axr 




On & Off 


Tool 




a-arnxs-ra. 


PKR 






634T 



Pump: 



Pump Company 
Fating Equipment TBO 
Service: 



Rode 



Location of Failure: 
cause or Failure: 



Body 



Deptn: 



001.35" 



Hole In Tbq 



Reason For Putting Job: 

Description of Work Done; < mm safety meeting on installing bop. Open wrt n.<L w.h. Botte waa feel hard to 
get out install bop. Unset PKRtoMrV 171 Jts 2-7/s IPC & PKR . R.u. Hydrostatic p<pe serv to teat to S500 



above eilpe tlhJw PKR A 172 Jts found bole in Jt 10-jta 
ezw am co 10:00 pm " 
Desigrc 



from surface replaced tt r.d. teeter* o.w.1 84. In. 



Changes Made to 

Failures for Previous 24 mos. 




Code Deecftedon 



424 
436 
417 
417 
107 
113 
106 
421 



Supervision 
Test TBO 
Equipment Rental 
Equipment Rental 
Well Head Mts 

P*g"ctton Equipment-Subsurtoce 
Evlronmental 4 Safety 



Coat Summary 



INTN 
INTN 
INTN 
INTN 



TANG 
TANG 
•NTN 



Shennan Ttoton 
Big Dave's Rental 



TANG Cameron 



RamSorv 



Coat 



660.00 
1500.00 
700.00 
250.00 
600.00 
300.00 
1000.00 
600.00 



WdM Total cat; 13.1flQ.0O 



06/38/2007 04:42 5053952B44 



SHERMANT I PTON 



PAGE 08 
1 



l DAILY COMPLETION AND WORKOVER REPORT 

Wf>r»smirc0S evElfTf.l DATE:«*V*007 



WBJ.: REP TANK FEDERAL MFD ft 


EVENT NO. 1 




COMPLETION DAY: 


CREATE DATE;6VW2007 


OPERATOR: 


EOG RESOURCES ,INC 


DMSION: mkxahd 




wax TYPE: 8WD 


WELL CLASS 'LOC 


FIELD: 


RED TANK WEST 


DISTRICT: 




PROPS: 041300 


APIS; 300294*113 


COUNTY.ST, : 


LEA , NM 


TVWMD: 


0/0 


PWO: 


FORMATION: 


AFE# : 


LOC 


Wl%: 100 


NRI%: 


PERF8: 




DHC: 


10 


CWC: SO 




AFE TOTAL ; 10 


EOT; 


LOCATION: 


542 F8L 1060 FWL SEC 14TZ2SR32E0 






KfeELEV: 


SPUD DATE : 




1ST SALES: 




TUBING SIZE: 


PACKER DEPTH : 


REPORTED BY: 


SHERMAN TIFTOH 


LASTCSO: 




SHOE1VDM): 


/ 


ma count: 




RIO: 




PH NBR • 




DAILY COST: 


$11,100,00 


CUM COST TO DATE: 


113.160 







TO 



Ph 



Op 



ActMty Lvt 34 Hour* « 



AM-0AMJ 



9 MWSAPETY MEETING ON WSWUNGBOP. OPEN WEUtiD. WJi BOLTS WM REEL HARD TO 
OCT OUT INSTALLED SOP UNSET PKR T.O.HJW 172JTS 2-7» IPCiPKR. R.U. HYDROSTATIC PIPE 
5EKV, TO TEST TO 0000 ABOVE SUPS TJHAtf 2-3/0X5-1/2 PLS. PKR15,60SON~OFF TOOL2-MX 
2-7M XOVER 1 172>FTS 2-7* IPC TBG FORUND HOLE IN JT . 1f%TTS FROM SURFACE RJ>. TESTERS 
C,WX 5.D. Fit 0.30 AM T0 10:00 PM 



00:00 



00:00 



24.00 



FT 



Total Hdurt: 24.00 





COSTS SUMMARY 


CASINO DATA 


Cods 


Description 


Tyr* 


Ssrvtos Compsny 


Coat 


Cssltm Nshis 




OD 


MMfffat 


Oradt 


Conn 


410 


completion rc 


MTN 


BASC ENERGY 


93,400 














434 




vrTN 


SHERMAN TIPTON 


mo 














49* 


TUOUUR MfiFCCnONMVNOLiK 


MTN 


HYDROSTATIC PPE ftfif 


•1,900 














417 


EQUIPMENT RENTAL 


JNTW 


ABC RENTAL 


•TOO 














417 


EQUIPMENT RENTAL 


MTN 


BIO CAVE'S RENTAL 


vaso 














107 


WSLUCAD EQUIPMENT 


TANG 


CAMERON 


wo 














us 


PROD EQUIPMENT - 8U99URFAC 


TANQ 


EUNICE PUMP S 8UPPL* 


I9PO 














100 


TUSMQ 


TANS 


EO.O. STOCK 


11.000 














421 


ENVIRONMENTAL* SAFETY 


fffTN 


RAM6ERV. 


MOO 
*0 















Tot* DaflyCott: $11,100.00 
WW Total Co* 913,190 



86/38/2007 04:42 5053952844 
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6ma«m 



REPORT 1 
LOE 



WELL SERVICE REPORT 

REDTAWK FED fSWDl 



County: LEA 



Date Started: 608/3007 

Service Unt BASIC ENERGY RK5 1296 



Date Completed; 

EOG Supervisor SHERMAN TIPTON 



Pumping Unit: 
Time Clock: 
Prod. Csg* OD: 
Formation: 



% Run time 
5-1/2. 



5PM: 
WT.: 15.5ff 



Recent Prod. Test 



BOPD 



BttmPerf: 



Stroke Length; 

Prime Mover 
PDTD: 
Top Pert 



MCFPD Fluid Uvel: 



DESCRIPTION OF EQUIPMENT IN HOLE* 



Tubing 



2-7/6. 
2-7/6x6*1/2. 



IPC 
PKR 



272 
Baker Loc 



Pump Company __ 
Failing Equipment __ 
Service; INJ. 



Rode 



SftLA 



Location or Failure: 
Cause of Failure; 



Depth: 



Reason For Pulling Job: 
Description of Work Done: 



Hole InTbg 



5 mln safety meeting on r.u.u. MJ.R.U. ehut down f.rt 4:00 pm to 6:30 pm 



Changes Made to Design: 
Failures for Previous 24 mos.: 



Ccet Summary 



Code. 

4181 
424 



ptetionTSg 
Supervision 



TnTFT 
INTN 



Sendee Company 



B ASIC EN ERSV 
Slwnwn Tipton 



Cost 

1404.001 
650.00 



07/01/2807 19:23 5053952844 



SHERMANT I P TON 
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6009 



DAILY COMPLETION AND WORKOVER REPORT 

EVENT *1 



DATE : 7/1/2007 



WB-L: RED TANK FEDERAL SWD #2 



EVENT MQ: 1 



OPERATOR : 
FIELD; 
COUNTY»6T. : 
APES: 
OHO : 

LOCATION: 
SPUD DATE: 
REPORTED BY: 
RSGCONTR: 
DAILY COST . 



EOG RESOURCES, INC 

RED TANK WEST 

LEA , H 

LOE 

10 



DIVISION; 

DISTRICT; 

TVDM): 

Wl%: 

CMC: 



MIDLAND 



100 
$0 



0/0 
NRItt: 



042 FSL IMS FWl SEC 14T22S R32E 

1ST SALES: 

SHERMAN TIPTON LAST COO: 

RIO: 

$12,400.00 CUM COST TO DATE : $20,700 



COMPLETION DAY: 
WELL TYPE: SWD 
PROPS; 041900 
PfrTD: 
PWFS: 
AFE TOTAL : $0 

TUBlNGSiZE: 
SHOETVD/MD: 
PH N0R : 



CREATE DATE: 7/1/2007 
WELL CLASS: LOE 
APIS ; 30-02646119 
FORMATION: 

EOT: 
KBELEV: 
PACKER DEPTH: 



TO 



Ph 



Activity LMt S$ Houvs « 



Sf^ Ss(|M0R0O ^0 AM ■ $ AAR) 



06:00 



06:00 



24.00 



FT 



MW SAFETY MEETINO ON PUMPWG PKR FLUID. OPENWEU NJX SOP. FLANGED WELL UP PUMP 
120-BBLS PKR FLUID SET PKR 16-POINTS COMPREStON LOADED GAG PRESURS) UP TO 000 PSI 
PUMP M.fSBLS PER MIN STE PKR N,U. SOP T,O.HJW 17? <ffB IPC S PKR RUN BRIDGE PLUG 4 31 
JTS SET B.P AT 100CT GOT OFF PRESURED UP TO 000 PSI HELD T.O.H. GOT PKR WENT SI STARTED 
LOOKING FOR HOLE IN CAG FOUND HOLE 420* TO 481' C.W.I. S-D. TVX MONDAY $M AM TO 730 PM 



Total Houm; 24,00 



COSTS SUMMARY 



Cods 



Description 



Typs 



Ssrvtes Compsiiy 



Cost 



CASINO DATA 



Casing Nuns 



Dsplh OD 



WWght Grads Conn 



410 

424 
421 
417 
417 
417 
410 



COMPLETION MS 
SUPERVISION 

ENVIRONMENTAL SAFETY 
EQUPMENT RENTAL 
EQUIPMENT RENTAL 
EQUPMENT RENTAL 
TRANSPORTATION 



MTN 
INTN 
WTN 



BA8JC ENERGY 
SHERMAN TIPTON 



INTN 
MTN 



LEA COUNTY PKR 
A0C RENTAL 
WO 

DALE MEYERS TRUCW* 



0*^00 

MOO 

•1.200 

$3,000 

•M0 

•1.W0 

•1,000 



TOW DO* COIt 

ITottlCoot 



$12,90000 
$25,700 



07/01/2887 19:23 



5053952044 



SHERM ANT IPTON 



PAGE 01 



6mou 



r+*oura 



REPORT* 

Loe 



Dale Started; 
Service Unit 

Pumping UnN: 
Time Clock: 
Prod. Cig. OO; 
Formation! 



4/28/2007 



WELL SERVICE REPORT 
REDTAWKFED (SWDl #2 



County: LEA 



BASIC ENERGY R*0 1281 



Dote Completed: mm ___^ mm ^ mmmm 
EOG Supervlaor: SHERMAN TIPTON 



% Run time 
9-1/2. 



SPM: 
WT.: 15.5* 



Lowr Bo8 Canyon 



Recent Prod. Test 



BOPO 



BttmPerf: 
BWPD 



Stroke Length: _ 
Prime Mover 
POTD: _ 
Top Pert 



eier 



5744' 



•CFW) Fluid Level: 



description or equipment in hole" 



Tubing 



2-7/e. 


IPC 


172 






2-3* x2-7/a 




X<Owr 










One* Off 


Tool 




24/8x8-1/2. 


PKR 






8342" 



Pump: 



Pump Company ^ 
Failing Equipment TBO 

Service: 



Rode 



INJ. 



Location of Failure: 
Caute or Failure; 



Body 



Deptfr 



001.38* 



S Rtln aefety meetiriQ on pumping PKR Open wvll n.d. bop. insteHed flenge 



Reason For Pulling Job: 
Deecriptfon of Work Done: 

pump 120 bbto PKR Fluid set pec&is point* compreejpn loadadcap pteeu^up WOpei pump In Jbbto 
mki uneet pecker n.u. bop. T.o.hTw 172 Jta IPC tbQ on-off tool & pkr run brtdQO plug * pickup 31-fta of 2-7/8 

up to IK p« tma cum otx piciaip pw wok rer now retina now 4zv » w 
6* J. 8.d. m Monday 8:30 anito 7:30 pm 



Failures for Previous 24 mos.: 



Code i Peeciipdon 

ipletton RI0 
Suparvielon 
cvironrnefnai & oaraty 
PKR & Men 

TBG 

Equipment Rental 



424 
421 
417 
417 
417 
416 



Cotaummty 



TN 
INTN 
INTN 
INTN 
INTN 
INTN 
INTN 



Service Company Coat 



B ASIC EN ERGY 
Sherman Tipion 
Ram Serv 
Laa County PKR 
E.O.O. 
ABC Rents 
Dal* Mayer* 



13.1M.00 



Total Daily Coat: 12.SS0.00 



4200.00 
690.00 
1200.00 
3000.00 
1600.00 
900.00 
1500,00 



Wall Total Coat! 25.700.00 
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PA6E 01 
1 



>e*9 resources 



DAILY COMPLETION AND WORKOVER REPORT 



EVENT *1 OATE;7/2ft007 



WELL; RED TANK 



SWD#2 



EVENT NO: 1 



OPERATOR: 

FIELD: 

COUNTV^T.: 

AFE#: 

OHC: 

LOCATION: 
SPUD DATE: 
REPORTED BY: 
RKJCONTR t 
DAILY COST : 



EOG RESOURCES, INC 

RED TANK WEST 

LEA , Nl 

LOE 

SO 



DIVISION ; 

DISTRICT: 

TVDMD; 

Wl%: 

CWC: 



MIDLAND 



100 
10 



0/0 
NRI%: 



$42 F6L 1068 FWL 8EC 14 T228 R32E 

1ST SALES; 

SHERMAN UPTON LASTCSG : 

RIO: 

$0.00 CUM COST TO DATE : «5,700 



COMPLETION DAY: 
WELL TYPE: SWD 
PROP*: 041300 
PBTD: 
PERFS: 
APE TOTAL : $0 

TUMNOStZE: 
8H0E7VCVMD: 
PH 



CREATE DATE: IWSXff 
WELL CLASS :LOE 
APIS; 30-025-0*113 
FORMATION; 

EOT: 
KBELEV: 
PACKER DEPTH: 



FROM 



TO 



Op 



Activity UrM 34 Hour* 



(IAM*«AN) 



06:00 



0S:0O 



24.00 



FT 



shutdown 



TON! Hours: 24.00 



COSTS SUMMARY 



Cods 



SsrvtosCompsny 



Cost 



CASING DATA 



CmIaq Neump 



□•p* OD Wstght 



Com 



414 
494 
421 
417 



COMPLETION RIG 
SUPERVISION 

ENVIRONMENTAL 1 SAFETY 
EQUIPMENT RENTAL 



JNTN 
MTN 
WTN 
•TTN 



BASIC ENERGY 
SHERMAN TIPTON 
RAM80W 

LEA COUNTY PKR 



Totel DMy Cott 
WaN TOtol Catt 



€0.00 
$25,700 



07/63/2097 04:42 5053952844 
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DAILY COMPLETION AND WORKOVER REPORT 



WILL: RED TANK FEDERAL SWDS2 



EVENT NO: 1 



OPERATOR: 
FIELD: 
COUWTY.ST, : 
AFE#: 
DHC: 

LOCATION: 
SPUD DATE .' 
REPORTED BY: 
RK3COWTR: 
GAILY COST : 



£00 RESOURCES, WC 

RED TANK WEST 

LEA » M 

LOE 

$0 



DIVISION: 

DISTRICT; 

IVQfMD: 

Wl%; 

CMC: 



MIDLAND 



100 
90 



0/0 
NRi%; 



542 FSL 19WFWLSEC14T22SR32E0 

1ST SALES: 

SHERMAN TIPTON LA8TCSG: 

RIO: 

95.QQO.00 CUM COST TO DATE : $30700 



COMPLETION DAY: 
WELL TYPE: SWD 
PROP*: 041360 
PBTD; 
PERFB: 
ATE TOTAL : $0 

TUBING SIZE: 
8H0ETVDVMD: 
PH NOR : 



CREATE DATE: 7/30007 
WELL CLASS : LOE 
APIS: 30*25-001 13 
FORMATION; 

EOT: 
KBELEV: 
PACKW DEPTH; 



TO 



OP 



AttfvKy L>04 44 Horn ■* OpwMlMts to 



HAM-tAM) 



00:00 



0MO 



24.00 



FT 



6MIN SAFETY MEETING ON UN8ETTINO PWL OPEN WELL UNSET PKR RUN DOWN TO 000 1 DUMP 2 
SACKS OF SAND DOWN TBG PUMP 4 HLS WATER LET $(T 1 MM TO- HJWTFOSPKRC.W.L S.D. 
F.N. RUN RETA*fE3% t PENMEN? ftl AM 5*0 AM TO 330 PM 



Total Hours: 24.00 





COSTS SUMMARY 


CASING DATA 


Cod* 


Description 


Typ# 


Ssivtes Coflipmy 


Cost 


Casing Nstns 


Dtp* 


OD 






| Conn 


411 
424 

421 
417 


COMPLETION RIG 
SUPERVISION 

ENVIRONMENTAL * SAFETY 
ECKHPtftENT RENTAL 


•cm 

MTN 
HON 


BASIC ENERGY 
SHERMAN TIPTON 
RAMSEftV 
LEA COUNTY PKR 


$3,000 

M00 

$400 

$1,000 

10 














TotplOAlyCvrt. $5,050.00 
WWTTcMCotf: $30,750 











07/03/2097 04:42 



5053952844 
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Date Started: 

Service Irrttt 

pumping Uott 
Time CtocK: _ _ 
Prod. Csg. OO; 



% Run time 
5-1/3. 



Racent Prod. Test 




BOW) 








tion oTi 






Tubing 


mm 


■. 


2-7/1. 
2-3/1 *2-7/8 
2-7/8 x r 


IPC 
PKR 


172 
X-Ovw 
On ft Off 


Tool 


1947 



iPMENT 



Pump: ^ - _ -((— _ 
Pump Company _ 

Failing Equipment TBG 
Service: 



Rode 



INJ. 



Location of Failure; 
Cause of Failure; 



Body 



Depth: 



HoteinTbg 



Reason For Puing Job: 

Description of Work Done: 5 mln safety meeting on ureetttng PKR. Open w*t un—t pjrj nw down to 900' 
dump 2 sack* of sand down tbg pump 4 bbH water let aJH mln toil/w tbg * pfcr c.wX 3,o\f.n. runi 
& cenroonttn am 9:30 em to 3:30 pen 



Cftanget Made to Design: 
Failures for Previous 24 mas.: 



Code* 



TFTB" 
424 
421 
417 



Completion ft tg 



luporvWon 
ivfronmonb 



ronmentaj & Safety 



PKR & Man 



INTN Sherman Upton 
INTN RamServ 
INTN Lea County PKR 



PiwviotmDanirCaefc 25.700.00 Total Daily Cost: 



5, 050,00 



Coat 

3060.06 
650.00 
400.00 

1000.00 



WfH ToWCOfft; 30-75000 



97/04/2007 19: 35 5053952844 



SHERMANTIPTON 



PAGE 04 
Page 1 



, DAILY COMPLETION AND WORKOVER REPORT 

>M>0 JVVOWPes EVtHT Wi 1 DATE : 7/4*007 



WELL: RED TANK FEDERAL SWD #2 



EVENT NO: 1 



DIVISION: 

DISTRICT: 

TVMAD: 

Wl%; 

CWC: 



MIDLAND 



100 
$0 



o/o 

NRI%: 



OPERATOR * EOQ RESOURCES. INC 

FIELD: RED TANK WEST 

COUNTY,ST. LEA . NM 

AFEf : LOE 

DHC: $0 

LOCATION : 642 FSL 1958 FWL SEC 14 T22S R32E () 
SPUD DATE : 1ST SALES : 

REPORTED BY: SHERMAN TIPTON LASTCSO: 
RIG CONTR. : PIG: 

DAILY COST ; $1 9,505.92 CUM COST TO DATE : $49,256 



COMPLETION DAY: 
WELL TYPE; SWD 
PROP i . 041360 
PBTD: 
PERF5: 
APE TOTAL ; $0 

TUBING SIZE: 
SHOE TVD/MD; 
PHNBR: 



CREATE DATE: 7/4/2007 
WELL CLASS: LOE 
API #: 3042^)8113 
FORMATION: 

EOT: 
KB ELEV : 
PACKER DEPTH: 



FROM 



TO 



HRS 



Ph 



Op 



Activity Last 24 Hours -OpM^tifrnv In S*qi»nee (€ AM • 6 AM) 



0*00 



06;00 



24.00 



FT 



5 MIN SAFETY MEETING ON CEMENTING WELL OPEN WELL RUN CEMENT RETAINER 4 11-JTS 2-7/8 
TBG PUMP 2 BBLS F/W SET RETAINER PULLED UP & RETAINER SUPS UP HOLE 31 FT PULLED OUT 
OF RETAINER SET BACK DOWN INRETA1NER IT IS SET AT 324' RU BJ. TO CEMENT TESTED LINES 
LOADED & PRESURED UP ON CAO TO 100 PSl STARTED PUMPING WATER PUMP 7 BBLS AT 1 5 BBLS 
PER MIN AT 026 PSl, 19 BBLS AT 1 -5 BBLS PER MIN AT 475 PSl, 1 1 BBLS AT 1 .5 BBLS PER MIN AT 460 
PSl PUMP TBG OUT OF RETAINER REVERSE Z BBLS THEN REVERSE 7J* BBLS OUT OF TBG R.D. 
BJ SERV. T.O.H.AW 10-JT « RETAINER HEAD C.W.I. S.D TILL THURSDAY A WILL DRILL OUT RETAINER 
5 CEMENT 5:30 AM TO 3:00 PM 



Total Hourt: 24.00 



COSTS SUMMARY 



CASING DATA 



Code 



Description 



Type Service Company 



Cost 



Citing Nam* Depth OD Weight Gride Conn 



418 
424 
421 
417 
408 



COMPLETION RIG 
SUPERVISION 

ENVIRONMENTAL & SAFETY 
CQUfPMENT RENTAL 
CEMENTING & SERVICES 



WTN 
WTN 
WTN 
WTN 
INTN 



BASIC ENERGY 
SHERMAN TIPTON 
RAMSEAV 
HALLIBURTON 
BJSERV 



$3*000 

Seso 

$400 

SS.964 

•8,182 

♦0 



Total Daily Coat: $18,505.92 
Wall Total Cost: $49,256 



Copyright © 1993-2004 by Epoch Wen Service* Inc. All rights mervt* 
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CEMENT JOB REPORT 



CUSTOMER 



BOO 



Inc 



FJt# 4A33101O1 



RICHARD BANEZ 



LOCATION 



RED TANK SW0# 2 



i fir mm 



DRMJLMQ OONHUCTORRtQi 



TYPE OF JOB 



YLD 



WATER 



>BYBJ 



H20 



8-34 



OOflO 



HSOflNJECTlON RT 



8.34 



00:00 



PREMC*.0Ofi%STATie PREE+2%CACL2*10*A-lO*2nO%A-10 



75 



14.8 



1.47 



6.86 



00:00 



18 



11.84 



H*X»e%STA71C FREE*2%CACL2 



100 



154 



1*2 



&24 



QOflQ 



11 



6.43 



H20REVER8E 



8.S4 



00*0 








THE 
MR: MM. 


PEEMURg*PW 


RATE 


■ML FUND 
PUMPED 


PLUD 
TYPE 


SAFETY MEET**: WCWW (*] DttW. \_J 


pipe 




TGSTUM66 2400 PM 














cmcuutiNowaL - wo L_I u U 


06:46 

















ARRIVE LOCATION 


10:49 

















SAFETY MEETING 


10:54 


2400 





.5 


.6 


H20 


TEST LINES 


10Se 


223 





,5 


s 


H20 


TEST TUBING 


10:69 


10O 





.5 


2 


H2C 


LOAD ANNUL 


11;04 


62$ 





1.5 


7 


H20 


INJECTION RATE 


11:10 


475 





1.6 


19 


CMT 


LEAD SLURRY 


1150 


450 





1.6 


11 


CWT 


TAIL SLURRY 


11:30 


235 





1.5 


2 




REVERSE 


00:00 

















REVERSED 7.5 SKS TO PIT 


00:00 

















PUMPED TUBING OUT OF RETAINER 


00:00 

















THANK YOU RICHARD AND CREW 


BUMPED 

PLUG 

Y \W] 


PMTO 
BUMP 
PLUO 




TEST 
FLOAT 

roup. 


6BL.GMT 

WTUWW 

7 


TOTAL 

PUMPED 
90 


FBI 

LEFT ON 
CSQ 




«POT 
TOP OUT 

* BO 


VEBMCB SUPERVISOR SKJNATURE: 



Pag*1 
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Red Tank Federal SWD #2 




542' FSL, 1958' FWL, Seo 14, T22S, R32E 




Lea County, New Mexico 



Current W«ll Setting 



312' 



Casing size 

&4W32#J55 



Cemerrt to Surface 



Ran CBL* 

Good cement 6167*- 3134' 
Ltttie to no dmwt 3134' * 2545' 
Good ctmvnl 2545' -QOQ 1 

Ran 1" down 5-1/2" * &-S/8" annuli* (Tagged TOC| = 995') 
Cement to ■urtac* with 200 tx cement 

DV Tod ©2520* 



TOC - 3134' 



Well was originally P&A at a Dry Hoi*. 
Well wet re-entered. 
Plugs ware drifted out and 
the welt was deepened to 6167*. 
5-1/2" casing wet then set 



White drilling the 2nd plug 
a hole wo» found in the 8-678" 
from 40 4 - 100' and wet 
I off 



DV Tool 04634' 



S-1/riO.WKWLTC 



Injection Perforation*: 
"5382* -60«r 



6214' 



PfiTTD«$1eT 
TD 6216" 



7/2/2007 



87/04/2007 19:36 5053952844 
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1 



6**9 



DAILY COMPLETION AND WORKOVER REPORT 

riHRIRW EVENT DATE .7/4/2007 



WELU RED TANK FEDERAL 3WO « 



OPERATOR : BOG RESOURCES, INC 

FIELD: RED TANK WEST 

COUNTY.ST. : LEA , NM 

AFE# : LOE 

DHC: SO 

LOCATION : 542 FSL 1958 FWt SEC 14 T22S R32E 
SPUD DATE; 1ST SALES 

REPORTED BY: SHERMAN TIFIOH .... . - LASX_CSft : 



EVENT NO. 1 
DIVISION: MIDLAND 
DISTRICT : 
TVDWD: 
Wl%; 100 
CWC; W 



0/ 
NRIK: 



COMPLETION DAY: 
WELL TYPE: SWD 
PROP«: 041300 
POTD: 
PERFS; 
AFE TOTAL : $0 

TUBING SIZE: 



CREATE DATE 7M/»ft? 
WELL CLASS : LOE 
API * : 30-025-05113 
FORMATION : 

EOT: 
KBELEV: 
PACKER DEPTH : 



6 



REPORTS 
LOE 



gate Started; 
Service Unit 

Pumping Unit- 
Time Clock: 
Prod. Csg. OD; 
Formation; 



7-3*07. 
6/28/2007 
BASIC ENERGY RIO 1258 



% Run time 
5-1/2. 



WEIL SERVICE REPORT 
REDTANK FED fSWD) #2 

County: LEA State: 



Date completed: ^ mmm ^ tmmmmim _ Mmmmm 

E0G Supervisor. SHERMAN TIPTON 



Lower Ball Canyon 



Recent Prod. Teat: 



BOPO 




DESCRIPTION OF EQUIPMENT IN HOLE 



Tubing 



2-7/8. 


IPC 


172 




| — T"i|iTiiWW t 


2-3/B x2-7/8 




X-Over 






2-7/8x3" 




On & Off 


Tool 




249x5-1/2. 


PKR 






B342 p 



SIZ& 



Pump: 



Pump Company 

Fading Equipment: TBQ 
Service: 



Roda 

Sadt JH Logtf! 



INJ. 



Location of Failure 
Cause of Failure; 



Body 



Depth: 



HotelnTbg 



Reason For Pulling Job: 

Description of Work Done: S min aafaty meeting on cementing weH. Open wall run cement retainer ft 11-Jt 
2-7/8 tbg pump 2 bbla of f/w eat retainer pulled up a retainer cema up hole 31 ft to 324* r.u. BJ to cement 
teat llnaa ft praaura up on cap 1oo pai atarted pumping water 7 bbla at 18 bbla per min at 82Spal , 19 bble 1.6 
t>bt* per mm at 475 pel, 1 1 bbi$ at 1.5 per mm at 450 pel & pump u>g out of retainer revene 2 bbla revtaed 
7.8 bble out of tbg rd. BJ to.h./w 10-Jt ft retainer Head c.w.l. S.d, till Thursday ft will drill out 5:30 am to 3:00 pm 
Changes Made to Design: 



Failures for Previous 24 moe.: 



Cmt Summary 
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twog rmmourcwm 



DAILY COMPLETION AND WORKOVER REPORT 

EVENT #:T 



QATE:7/V2007 



WELL: RED TANK FEDERAL 3WD #2 



EVENT NO: 1 



DIVISION : 
DISTRICT : 
TVD/MD ; 
Wl%; 
CWC; 



MIDLAND 



100 
$0 



0/0 
NRI%; 



OPERATOR : £OQ RESOURCES, INC 

FIELD : REQ TANK WEST 

COUNTY.ST. : LEA , NM 

AFE# : LOE 

DHC ; $0 

LOCATION : 542 FSL 1958 FWL SEC 14 T22S R32E 
SPUD DATE : 1ST SALES : 

REPORTED BY; SHERMAN TIPTON LAST CSG : 

RK3CONTR: RIO : 

DAILY COST : $0.00 CUM COST TO DATE : $49,256 



COMPLETION DAY; 
WELL TYPE; SWD 
PROP*: 041380 
PBTD : 
PERFS : 
AFE TOTAL: $0 

TUBING SIZE: 
SHOE TVD/MD: 
PHNBR; 



CREATE DATE: 7/S/2007 
WELL CLASS : LOE 
API # : 30-025-09113 
FORMATION ; 

EOT: 
KBELEV. 
PACKER DEPTH : 

/ 



FROM 



TO 



HR8 



Ph 



Op 



Activity Lnt 24 Hour* - Qparatfone to Sttjuanca (6 AM - AM) 



06:00 



06:00 



24.00 



FT 



SHUT DOWN 



Total Heurv ; 24.00 



COSTS SUMMARY 



Code 



416 
424 



DMCription 



COMPLETION RIG 

SUPERVISION 



Type Service Company 



INTN 
INTN 



BASIC ENERGY 
SHERMAN TIPTON 



Cost 



Cesing Name 



CASING DATA 



Depth 



OD 



Weight 



Grade 



Conn 



$0 00 
149,258 



Total Daily Coat: 
Wei Total Coat: 



Copyright © 1993-2004 by Epoch WeN Service* \nc AM riQhta raaftnad. 
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DAILY COMPLETION AND WORKOVER REPORT 

EVENT *1 



Pegs 1 



DATE : 7/6/2007 



WELL: RED TANK FEDERAL SWD #2 



EVENT NO: 1 



DIVISION : 
DISTRICT: 
TVD/MD : 
Witt; 
CWC: 



MIDLAND 



100 
$0 



0/0 
NRI * : 



OPERATOR : EOG RESOURCES. INC 

FIELD: RED TANK WEST 

COUNTY.ST. : LEA , MM 

AFE#: LOE 

DHC: $0 

LOCATION : 542 F3L 1956 FWL SEC 14T22S R32E 
SPUD DATE : 1ST SALES : 

REPORTED BY. SHERMAN TIPTON LAST CSG : 

RIG CONTR. : RIG: 

DAILY COST : $8,800.00 CUM COST TO DATE : $68,056 



COMPLETION DAY: 
WELL TYPE: SWD 
PROP#; 041360 
PBTD: 
PERFS: 
APE TOTAL : $0 

TUBING SIZE: 
SHOE TVD/MD: 
PHNBR: 



CREATE DATE: 7/0/2007 
WELL CLASS: LOE 
API #: 30-025-08113 
FORMATION ; 

EOT: 
KBELEV: 
PACKER DEPTH : 



FROM 



TO 



HRS 



Ph 



OP 



Activity Last 24 Hour* - Operation* In Sequence (6 AM - 8 AM) 



06:00 



06:00 



24.00 



FT 



5 MIN SAFETY MEETING ON PICKING UP DRILL CALLERS. OPEN WELL UNLOADED REVERSE UNIT 
PICK UP 6- DRILL CALLERS * 3- 2-7/8 JT TBG TAGGED RETAINER AT 334* STARTED DRILLING 
RETAINER & 45" OF CEMENT CIRCILATED CLEAN PICKUP C.W.I. 8.D. F,N. 5:30 AM TO 8:00 PM 



Total Hours ; 24.00 



COSTS SUMMARY 



CASING DATA 



Code 



Description 



Type 



Service Company 



Cost 



Casing Name Depth OD Weight Gride Conn 



41» 
424 
421 
417 



COMPLETION RIO 
SUPERVISION 
ENVIRONMENTAL ft SAFETY 
EQUIPMENT RENTAL 



WTN 
WTN 
NTN 
INTN 



BA3IC ENERGY 
SHERMAN TIPTON 
FULCO 
ABC RENTAL 



**> 
1300 
93,000 
90 



Total Daily Cost 
Wen Total Cost: 



$8,800.00 
$98,056 



Copyright 1 003-2004 by Epooh Welt Services Inc. A0 righto reserved. 
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REPORTS 
LOE 



WELL SERVICE REPORT 
REDTANK FED fSWD) #2 



Date Started: 

Service Unit 

Pumping Unit; 

Tim* Clock: 

Prod. Ceg. OO: 
Formation: 



7-5-07. 

6/28/2007 
BASIC ENERGY RK5 1256 



County: LEA 



State: 



Date Completed: 
eOG Supervisor. SHERMAN TIPTON 



% Run time 
$-1/2. 



SPM: 
WT.: 15.5# 



Lower Ball Canyon 



Recent Prod, Test 



BOPD 



Bttm Pert: 
BWPD 



Stroke Length: 

Prime Mover 
PDTD: _ 
goes' Top Pert 



6167* 



5744' 



MCFPD Fluid Level: 



DESCRIPTION OF EQUIPMENT IN HOLE 



Tubing 



2-7/8. 


IPC 


172 






2*3/8x2-7/* 




X-Over 






2-7/* A 3" 




On & Off 


Tool 




2.3**5-1/2. 


PKR 






6342' 



Size 



Pump: 



Pump Company 



Rode 

eretft m 



Lnoth 



Set ft 



Falling Equipment; TBG 
Service: 



INJ. 



Location of Failure: 
Cause or Failure: 



Body 



Deptn: 



001.35' 



Hole inTbg 



Reason For Pulling Job; 

Description of Work Done. 5 min safety meeting on pickup drill caller. Open weM unloaded revert* unit * 
pickup 6- drill caller* & 3-Jt» of 2-7/8 tbg tagged retainer at 324' started drilling . Drilled ratainer a 46' of 
cement clrcllated well clean pulled up e,d. f .n. 5:30 am to 6:00 pm ~" 



Changes Made to Design: 
FaMee for Previous 24 moa.: 



Coat Summary 



Code* 



424 
421 
417 



Peecriptlpn 



Completion Rig 
Supervision 
Evlronmental & Safety 
Equipments! Rental 



INTN 
INTN 
INTN 
INTN 



Service Company 



Sherman Tipton 
Ram Serv 
ABC Rental 



Py^vtoiMr^BvCcmt: 4$,»$,92 T^W W P9f fe 8,800. 00 



Coet 

4550.00 
650.00 
300.00 

3000.00 



Wall Total Coat: pt r 055.92 



07/68/2907 12: 45 5053952844 



DAILY COMPLETION AND WORKOVER REPORT 

EVENT #:1 



P«p 1 



DATE; 7/7/2007 



WELL: RED TANK FEDERAL SWD #2 



EVENT NO: 1 
DIVISION; MIDLAND 
DISTRICT; 
TVCVMD; 
Wl%: 100 
CWC; $0 



0/0 
HR\%: 



OPERATOR : EOO RESOURCES. INC 

FIELD: RED TANK WEST 

COUNTY.ST. : LEA , MM 

AFEi : LOE 

DHC : $0 

LOCATION ; 542 FSL 1958 FWL SEC 14 T22S R32E 
SPUD DATE : 1ST SALES : 

REPORTED BY: SHERMAN TIPTON LAST CSC; 

RIG CONTR. : RIO : 

DAILY COST : 18,450.00 CUM COST TO DATE : $64,706 



COMPLETION DAY: 
WELL TYPE: SWD 
PROP*; 041300 
PBTD ; 
PERFS : 
AFE TOTAL : 10 

TUBING SIZE: 

SHOETVDM); 

PHNBR: 



CREATE DATE: 7/7/2007 
WELL CLASS: LOE 
API #30025-0511 3 
FORMATION: 

EOT: 
KB ELEV : 
PACKER DEPTH : 

/ 



FROM 



03:00 



TO 



04:00 



HRS 



24.00 



Ph 



Op 



FT 



Activity Lwt 24 Hour* - Operations In Stquanc* (6 AM - G AM) 



6 MtN SAFETY MEETING ON DRILLING CEMENT. OPEN WELL STARTED DRILLING CEMENT DRILL 
DOWN TO 433* FELL OUT OF CEMENT RUN ANYOTHER JT CIRCULATED CLEAN TRIED TO PRESURE 
UP GOT TO 478 PSl S PUMP IN AT 1 BBL PER M1N PULLED TBG & DRILL CALLERS & BIT C.W.I, S.D. 
TILL MONDAY. 5:30 AM TO 3:00 PM 



Total Haure: 24.00 



COSTS SUMMARY 



Cod* 



418 
434 
417 



COMPLETION RIG 
SUPERVISION 
E0UJRUCN7 RENTAL 



DMcription 



Tyf* 



INTN 
INTN 



Service Company 



BASIC ENERGY 
SHERMAN TPTON 
ABC RENTAL 



$3,000 
$690 
$3,000 
to 



Cost 



Casing Nam* 



CASING DATA 



Dtpth 



OD 



Wtlgfit 



Gradt 



Conn 



Total DdHyCost $6,650.00 
W«MToWCewt $64,706 



Copyright © 1903-2004 by Epoch We* Service* IrK. AM right* mamd. 



07/08/2807 12:45 



5053952844 



SHERMANTIPTON 



PAGE 01 



REPORT 7 
LOE 



WELL SERVICE PEPOET 
REPTANK FED (SWD> #2 



Date Started: 
Service Unit 

Pumping Unit 
Time Clock; _ 
Prod. Ceg, OD: 
Formation: 



7-O-07. 
6/28/2007 
BASIC ENERGY RIG 1286 



% Run time 
5-1/2. 



County: LEA 



State: 



Date Completed; ..^^^ 
EOG Supervisor: SHERMAN TIPTON 



Lower Bell Canyon 



Recent Prod. Test. 



BOPD 




DESCRIPTION OF EQUIPMENT IN HOLE 



Tubing 



iTP™ i | 

2-7/8. 


IPC 


172 






2*3/8 X2-7/8 




X-Over 






2-7/1 xr 




On & Off 


Tool 






PKR 






8342 1 



Pump: 



Rode 
Grade 



Lngth 



Pump Company 
Falling Equipment: TBG 
Service: 



INJ. 



Location of Failure: 
Cause or Failure: 



Depth: 



601.3* 



HoiemTbg 



Reason For Pulling Job: _ 

Description of Work Done: S mln safety meeting on drilling cement Open weH atarted drilling cement drill 
down to 433* fall out of cement run anyotfter Jt to 461 clrcilatod clean Wed to pieaura up got up to 476 pel 
pump In to it 1 bbl ■ mln pu«ed tbg * drill caller* & bit cw.L Sd« tin Monday. 8:30 am to 3:00 pm "~" 



Changes Made to Design: 
Failures for Previous 24 mew.; 



Cod e» Deecrlptlon 

Completion Rig 
Supervision 
Equipment Rental 



424 
417 



Coet Summary 



tStft 

INTN 
INTN 



Service Company 

BASIC ENERGY 
Sherman Tipton 
ABC Rental 



Prwviou. D.ltv Cost: &&&& TPftl WW CQff: 



8,650.00 



Coat 

3000.&OI 
650.00 
3000.00 



Woll Total Cot: 



07/0B/2007 12:45 5953S52844 



SHERMANT IPTON 



PAGE 94 



)mog rmmourcm* 



DAILY COMPLETION AND WORKOVER REPORT 

EVENT ft 1 



DATE:7W2007 



WELL: RED TANK FEDERAL SWD #2 



EVENT NO: 1 



DIVISION: 
DISTRICT: 
TVD/MD : 
Wl%: 
CWC: 



MtDLAND 



100 
$0 



0/0 
NRI%; 



OPERATOR : EOG RESOURCES, INC 

FIELD: RED TANK WEST 

COUNTY,ST. : LEA , NM 

AFE#: LOE 

DHC: $0 

LOCATION : 542 FSL 1te6 FWL SEC 14 T72S R32E 
SPUD DATE : 1ST SALES : 

REPORTED BY: SHERMAN TIPTON LAST CSG . 

RIG CONTR, ; RIG : 

DAILY COST : $0 00 CUM COST TO DATE : $04,70* 



COMPLETION DAY: 
WELL TYPE: SWD 
PROPS: 041360 
PBTD: 
PERFS: 
AFE TOTAL : W 

TUBING SIZE: 
SHOE TVD/MD; 
PHNBR: 



CREATE DATE: 7/&/2007 
WELL CLASS : LOE 
API#:3M2Weit3 
FORMATION : 

EOT: 
KSELEV: 
PACKER DEPTH ; 
/ 



FROM 



TO 



HRS 



Ph 



Op 



Activity Lmi 24 Hour* - Operation* In Sequence (6 AM - • AM) 



06.00 



oe:oo 



24.00 



SHUT DOWN 



Total Hour* : 24,00 



COSTS SUMMARY 



Code 



411 

424 
417 



COMPLETION RIG 
SUPERVISION 
EQUIPMENT RENTAL 



Description 



Typ« 



INTN 
INTN 



Service Company 



BASIC ENERGY 
SHERMAN TIPTON 
ABC RENTAL 



Cost 



10 



Owing Name 



CASINO DATA 



Depth 



OD 



Weight 



Grade 



Conn 



$0.00 
164,706 



Total Deify Cott 
W69 TOUM C0«t: 



Copyright © 19W-Z004 by Epoch Wei Services Inc. Afl righto reserved. 
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SHERMANTIPTON 



PAGE 06 



Peg* 1 



6 



DAILY COMPLETION AND WORKOVER REPORT 

EVENT i:1 



DAT6:7/W2007 



WELL: RED TANK FEDERAL SWD #2 



EVENT NO; 1 



OPERATOR 
FIELD: 
COUNTY,ST. ; 
AFE#: 
DHC: 

LOCATION; 
SPUD DATE : 
REPORTED BY: 
RIG CONTR : 
DAILY COST : 



EOO RESOURCES, INC 

RED TANK WE8T 

LEA , Nl 

LOE 

$0 



DIVISION: 

DISTRICT: 

TVCVMD: 

Wl%: 

CWC: 



MIDLAND 



100 
$0 



0/0 
NRI%: 



$42 FSL 1956 FWL SEC 14 T22S R32E 

1ST SALES . 

Sherman tipton lastcsq: 

RIG: 

10.00 CUM COST TO DATE ; S64 ,706 



COMPLETION DAY: 
WELL TYPE: SWD 
PROP*: 041360 
PBTD : 
PERFS: 
AFE TOTAL ; $0 

TUBING SIZE: 
SHOE TVD/MD : 
PHNBR; 



CREATE DATE; 7/5U2007 
WELL CLASS: LOE 
API#;3WJ2W>$113 
FORMATION : 

EOT: 
KBELEV: 
PACKER DEPTH : 



FROM 



TO 



Ph 



Op 



Activity Lart 24 Hour* - OperaUone In Sequent* (* AM • • AM) 



06:00 



00:00 



24.00 



FT 



SHUTDOWN 



Total Hours ; 24.00 



COSTS SUMMARY 



Code 



416 
434 

417 



COMPLETION RIO 
SUPERVISION 
EQUIPMENT RENTAL 



Description 



Type 



INTN 
INTN 
INTN 



Service Company 



BASIC ENERGY 
SHERMAN TFTON 
ABC RENTAL 



Coet 



$0 



CASING DATA 



Owing Neme 



Depth 



OD 



Weight 



Grade 



Conn 



SOCK) 
$04,706 



Total Dally Cost: 
WoH Total Cost 



Copyright © 1WM004 by Epoch Well ServW»» Inc. All right* i*s*v*L 
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L DAILY COMPLETION AND WORKOVER REPORT 

)mog resource cvemt #: 1 DATE : 7/10/2007 



WELL: RED TANK FEDERAL SWD #2 



EVENT NO: 1 



OPERATOR : 
FIELD : 
COUMTY.ST. : 
APE* 

DHC: 

LOCATION : 
SPUD DATE : 
REPORTED BY; 
RWSCOMTR. ; 
OAJLY COST ; 



EOG RESOURCES, INC 

RED TANK WEST 

LEA . H 

LOE 

$0 



DIVISION ; 
DISTRICT: 
1VD/MD ; 
WI%; 
CWC: 



MIDLAND 



100 
$0 



0/0 
NRI%: 



642 FSL 1968 FWL SEC 14 TZ23 R32E Q 

1ST SALES : 
NEU. SAUTNER / SHERMAN Til LAST CSO 

RIO: 

$28,375.00 CUM COST TO DATE ; 183,081 



COMPLETION DAY; 
WELL TYPE: SWD 
PROP*: 041360 
PBTD: 
PERFS: 
AFE TOTAL : SO 

TUBING SIZE: 
SHOETVDVMD : 
PHNBRi 



CREATE DATE:7/10&007 
WELL CLASS : LOE 
API f: 30-025-01113 
FORMATION : 

EOT: 
KBELEVr 
PACKER DEPTH : 

/ 



FROM 



TO 



MRS 



Ph 



Op 



Activity Lmi 24 Houra - Operations In Sequanc* (8 AM • « AM) 



06:00 



06:00 



22.00 



PT 



JIM AMOS. DUNCAN WHITLOCK AND TERRY WILSON WITH BLM ON LOCATION. TOOK STATIC FLUID 
LEVEL OF SWD WELL. FL©217\ MOVED OVER TO FRESH WATER WELL AND TOOK STATIC FLUID 
LEVEL. FLUID LEVEL 38$.07\ START INJECTION OF FRESH WATER O 09.00 HRS. INTIAL 
INJECTION RATE OF 1.5 BPM A 400 PSL PUMPED TOTAL OF 240 B8LS FW. SHUT DOWN AND WATT 
FOR WATER. DOWN 15 MINUTES WAITING ON WATER. RESUME PUMPING & 1 BPM A 600 PS! THEN 
PRESSURE DROPPED OFF TO 400 PIS. PUMPED ADODONAL 240 BBLS- SHUT DOWN FOR 30 
MINUTES WHILE WAITING ON WATER. RESUMED PUMPING © 3/4 BPM ft 415 PSl. PRESSURE 
FLUCTUATED FROM 400 TO 41 S PSI Q CONSTANT RATE OF $/4 BPM. INSTALLED DYE PACKET IN 
WATER WELL AND DUMPED FLOCENE DYE<3 GALLONS, ENOUGH TO TREAT 8.000 BBLS WATER, 
GREEN) IN WATER INJECTION WELL ft 01 :00 HRS. DOWN FOR 10 MINUTES WHILE DUMPING DYE. 
RESUME INJECTION G W BPM © 400 PSI. UNTIL 06:00 HRS. WATER LEVEL IN WATER WELL RAISED 
1 .32 " IN 20 HOURS OF TOTAL PUMPING DURING INJECTION TEST. TOTAL FLUID PUMPED DURING 
INJECTION TEST WAS 1083 BBLS- THERE WAS NO CLEAR INDICATION THAT THERE IS ANY 
COMMUNICATION BETWEEN THE SWD WELL AND THE FRESH WATER WELL. 

CURRENT OPERATION; COMPLETE PUMP IN INJECTION TEST. PERFORM CEMENT SQUEEZE 
OPERATIONS. WOC. 



Total Hours ; 22.00 



COSTS SUMMARY 



CASING DATA 



Code 



Description 



Type 



Service Company 



Cost 



Casing Name Depth 



OD Weight Grade Conn 



418 
424 

417 
424 
417 
407 

417 



COMPLETION RIO 
SUPERVISION 
EQUIPMENT RENTAL 
SUPERVISION 
EQUIPMENT RENTAL 
WATER 

EQUIPMENT RENTAL 



INTN 
INTN 
INTN 
INTN 
INTN 
INTN 
INTN 



basic energy 
Sherman tipton 
abc rental 

OC$ 

B&L SATELLITE 
ML SAT ELL fTE 
B&L SATELLITE 



18.000 

ieso 

S3.QO0 

11,200 

$300 

$14.72$ 

SSQG 



Total Daily Coat: 
W*H Total Cost 



$26,375-00 
$115,421 



Copyright © 1993-2004 by Epoch Well Services inc. AU right* mtrved. 
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L DAILY COMPLETION AND WORKOVER REPORT 

*mog resources event *1 date : 7/11/200? 



WELL: RI-D TANK FEDERAL 8WD #2 



OPERATOR: 
FIELD: 
COUNTY,ST. : 
AFE»: 
DHC '■ 

LOCATION : 
SPUD DATE ; 
REPORTED BY: 
RIGCONTR: 
DAILY COST : 



EOQ RESOURCES, INC 

RED TANK WEST 

LEA , N 

LOG 

SO 



EVENT NO; 1 
DMSlON: MIDLAND 
DISTRICT 1 
TVD/MD: 
Wl%; 100 
CWC; $0 



0/ 
NRI%: 



542 FSL 195$ FWL SEC 14 T22S R32E 

1ST SALES 

NEIL SAUTNER/ SHERMAN TH LASTCSG; 

RIG ; 

$22,MO.0O CUM COST TO DATE : $1 1 5,421 



COMPLETION DAY: 
WELL TYPE: SWD 
PROP#: 041360 
PBTD: 
PERFS; 
AFE TOTAL: $0 

TUBING SIZE; 2.373 
SHOETVtVMD ; 
PHNBR: 



CREATE DATE:T/1 1/2007 
WELL CLASS : LOE 
API #: 30-025-08113 
FORMATION : 

EOT: 
KB ELEV : 

PACKER DEPTH I 354 

/ 



FROM 


TO 


MRS 


Ptt 


Op 


AOMty Last 24 Hour* - Ofwrfttfens In S*qu»nc» (6 AM - 6 AM) 


06:00 


10:00 


4.00 


C 


FT 


CONITINUE FRESH WATER INJECTION TEST FOR BLM. PUMPING FRESH WATER Q 3/4 SPM Q 320 
PSI FINAL PRESSURE. TOTAL FRESH WATER PUMPED 1263 6613. RD FLUID LEVEL MONITOR FROM 
WATER WELL. FINAL FLUID LEVEL ON FRESH WATER WELL RAISED 1 32" WROUGHT OUT PUMP IN 
INJECTION TEST NO SIGN OF ANY COMMUNICATION BETWEEN SWD WELL AND FRESH WATER 
WELL. 

PU ABC RENTAL $ 1/2* CASING SCRAPER AND SCRAP TO 4W. POOH/LD CASING SCRAPER 


10:00 


11:00 


1.00 


c 


TR 


11:00 


12:00 


1.00 


c 


TR 


PU HES FAS-DRILL 5 1/2" CEMENT RETAINER. SET RETAINER 354'. TEST ANNULUS. TEST GOOD. 


12:00 


14:00 


2,00 


c 


CM 


RU BJ SERVICES. HOLD PRE-JOB SAFETY MEETING AND GO OVER CEMENTING PROCEDURE. 
PRESSURE ANNULUS TO 200 PSI DURING CEMENT SQUEEZE. PUMP 6 BBLS WATER AHEAD. PUMP 
79 SX3{19 BBLS) CLASS ,l C" + .005% STATIC FREE 42% CtCtt +10*A^10 LEAD CEMENT AND 100 
SXS(21 BBLS) "H" + .005% STATIC FREE ♦ 2% CaCtt . TOTAL CEMENT PUMPED WAS 175 SXS (40 B8LS 
SLURRY). DISPLACED WfTH 1 BBL WATER. AVERAGE MIX RATE 1 .3 BPM O 600 PSI. RELEASE FROM 
RETAINER. REVERSE CIRCULATE 10 BBLS FRESH WATER. 3/4 BBL GOOD CEMENT RECOVERED ON 
REVERSE CIRCULATION. RD & RELEASE BJ SERVICES. 


14:00 


14:30 


0.50 


c 


TR 


POOH/LD HES STINGER. SECURE WELL SDFN. 


14:30 


06:00 


13-50 


c 


WC 


WAIT ON CEMENT 

CURRENT ACTIVITY: WOC DRILL OUT CEMENT ON THURSDAY 7-12-07 



Toul Hour* : 24.00 



COSTS SUMMARY 



CASING DATA 



Cod* 



Description 



Typa 



Service Company 



Cost 



Casing Name Dapth OD Weight Orada Conn 



418 
424 
417 
424 
400 
419 
419 
407 



COMPLETION RIG 
SUPERVISION 
EQUIPMENT RENTAL 
SUPERVISION 
CEMENTING ft SERVICES 
OTHER DRILLING EXPENSES 
DRJUING OVERHEAD 
WATER 



INTN 
INTN 
INTN 
INTN 
INTN 
INTN 
INTN 
INTN 



BASIC ENERGY 
SHERMAN TIPTON 
ABC RENTAL 
DCS 

BJ SERVICES 

HALUBURTON 

EOGR 

LOBO TRUCKING 



HMO 
1650 

42,000 

11,200 

*7,145 

$6,245 

S200 

WOO 



Total Daffy Cost. 
Well Total Cost 



$22,340.00 
$115,421 



Copyright 1 993-2004 by Epoch W«u Setvicst Inc. AU rights morved. 
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p ^ 05 




c 



CEUEMTJOft REPORT 



J Li 'i 



SX5553jSl 



fWf 0* JOfr 



OOMHACTOK AM • 



H»2«MM~ ■ 



FT* 



WATCH 




07/13/2007 04:54 



5053952844 



SHERMANTIPTON 



PAGE 01 
Pig* 1 



DAILY COMPLETION AND WORKOVER REPORT 

EVENT #:1 



OATE: 7/1 2/2007 



WELL: RED TANK FEDERAL SWD #2 



EVENT NO 1 



OPERATOR; 
FIELD: 
COUNTY ( ST. : 
AFE#: 
DHC; 

LOCATION : 
SPUD DATE : 
REPORTED BY: 
RIG CONTR, : 
DAILY COST ; 



EOG RESOURCES, INC 

RED TANK WEST 

LEA , N| 

LOE 

$0 



DIVISION : 
DISTRICT : 
TVD/MD : 
Wl%: 
CWC: 



MIDLAND 



100 
$0 



0/0 
NRI % . 



342 FSL 1958 FWL SEC 14 T22S R32E fl 

1ST SALES : 

SHERMAN TIPTON LAST CSG : 

RIG: 

$4,100.00 CUM COSTTO DATE : 1119,521 



COMPLETION DAY*. 
WELL TYPE: SWD 
PROP*: 041380 
PBTD: 
PERFS: 
APE TOTAL : $0 

TUBING SIZE; 

SHOETVDtfMD; 

PHNBR: 



CREATE DATE: 7/1 2/2007 
WELL CLASS: LOE 
API#:3WJ2M>8113 
FORMATION: 

EOT: 
KBELEV: 
PACKER DEPTH: 

/ 



FROM 



TO 



MRS 



Pfl 



Op 



Activity Litt 24 Hours - Operations in sequence (9 Ail • 6 AM) 



06:00 



03:00 



24.00 



FT 



SHUT DOWN WAIT ON CEMENT TO SET UP 



Total Hours ; 24.00 



COSTS SUMMARY 



CASINO DATA 



Cod* 



41* 
424 
417 



Description 



COMPLETION RK3 
$UPERVr8K>N 
EQUIPMENT RENTAL 



Type 



INTN 
INTN 
•NTN 



Service Company 



BASIC ENERGY 
SHERMANTIPTON 
ABC RENTAL 



Cost 



Casing Name Depth OD Weight Gride Conn 



$2,450 
$660 

1 1,000 



$4,100.00 
9119,921 



TOUI DiifyCott 
Wril Total Cost: 



Copyright C 1993*2004 by Epoch Well Services Inc. Ail rights rwatvad. 
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6eog 



REPORT 6 
LOE 



Date Staried: 

Service Unit 

Pumping Unit 
Time Clock: 
Prod. Csg. OD: 
Formation: 



7-12-07. 

6/26/2007 

BASIC ENERGY RI0 1256 



% Run time 
6-1/2. 



WELL SERVICE REPORT 
REDTANK FED (SWD) #2 

County: LEA state: 



Date Completed: __ 
EOG Supervisor SHERMAN TIPTON 



Lower Bell Canyon 



Recent Prod. Test: 



eopo 




DESCRIPTION OP EQUIPMENT IN HOLE 



Tubing 



2-7/8. 


IPC 


172 






2-3/8 X2-7/8 




X-Ovw 






2-7/8x3" 




On & Off 


Tool 






PKR 









Pump: 



Pump Company 



Rode 
St** £ft 



SftUB 



Failing Equipment: TBG 
Service: 



INJ, 



Location of Failure: 
Cause of Failure; 



Body 



Depth: 601,35* 



Hole InTbg 



Reason For Pulling Job: 

Description of Work Done; 5 min safety meeting on running drill cellere . Open well UA/w Wt 6 drill caller* 

& Tbg tagged cement r.u. swiel started drilling drill retainer Ii cement Tell out of cement at 433' had some 

strings** clrcilated dean presured up S00 pel blead of 100 pei in 3-rntns presured up 680 pei Meed off 100 pel 
in 3-min* couldn't pump in to get rate t*w*L 8*d. tn. 5;30 am to 7:00 pm 



Changes Made to Design; 
Failures for Previous 24 mos.: 



Cods > 



TTff 
424 

417 



Description 



Cost Summary 



Completion Rig 
Supervision 
Equipment Rental 



WFT 
INTN 
INTN 



Sendee Company 



BASIC ENE*GY 
Sherman Tipton 
ABC Rental 



Cost 

450000 
650,00 
2000,00 



Ppiiimf p a itwco«t ns,42 1 OP ipt6ip»Wy<?ffit; 



7,150.00 



Will Total c^t; mwm 



07/13/2007 04:54 



5853952644 



SHERMANTIPTON 



PAGE ©4 
Paga 1 



DAILY COMPLETION AND WORKOVER REPORT 

EVENT *1 



DATE: 7/1 3/2007 



WELL: RED TANK FEDERAL SWD #2 



EVENT NO: 1 



DIVISION : 
DISTRICT ; 
TVD/MD: 
Wl%: 
CWC: 



MIDLAND 



100 
SO 



0/0 
NRI % : 



OPERATOR : EOG RESOURCES, INC 

FIELD : RED TANK WEST 

COUNTY.ST. : LEA , NM 

AFE# : LOE 

DHC : $0 

LOCATION : 542 PSL 1 058 FWL SEC 14 T22S R32E 
SPUD DATE: 1ST SALES: 

REPORTED BY: SHERMAN TIPTON LAST CSG : 

RIGCONTR. : RIG: 

DAILY COST : $7,150.00 CUM COSTTO DATE : $120,671 



COMPLETION DAY: 
WELL TYPE: SWD 
PROP*: 041360 
PETTO: 
PERFS: 
AFE TOTAL; $0 

TUBING SIZE: 

SHOE1VD/MD: 

PHNBR: 



CREATE DATE: 7/1 3/2007 
WELL CLASS : LOE 
API # : 30-025-081 13 
FORMATION : 

EOT: 
KB ELEV : 
PACKER DEPTH ; 

/ 



PROM 



TO 



HR8 



Ph 



Op 



Activity Last 24 Hour* - Operations m Sequence (6 AM - e AM) 



00:00 



06:00 



24.00 



FT 



6 MJN SAFETY MEETING ON DRILLING OUT CEMENT. OPEN WELL T.I.KAV BIT, DRILL CALLERS & 
TBG TAGGED CEMENT R.U. SWIEL STARTED DRILLING . DRILL RETAINER & CEMENT FELL OUT OF 
CEMENT AT 433* HAD SOME STRINGERS CIRCILATED CLEAN PRESURED UP 500 PSI DIDNT BLEED 
OFF 1 00 PSI IN &-MINS PRESURED UP TO 050 PSI BLEAD OFF 1 00 PSI IN 3-M1NS COULDNT GET A 
PUMP IN RATE CWJ.S.DF.N. 5:30 AM TO 7:00 PM 



Total Hour*: 24.00 



COSTS SUMMARY 



CASING DATA 



Cod* 



Description 



Type 



Service Company 



Coet 



Casing Name Depth OD Weight Grade Conn 



41* 
424 
417 



COMPLETION RIG 
SUPERVISION 
EQUIPMENT RENTAL 



MTN 

IWTN 
NTH 



BASIC ENERGY 
SHERMAN TIPTON 
ABC RENTAL 



$4,500 

$650 

12,000 



$7,15000 
$126,671 



Total Daily Cost: 
Well Total Cost: 



Copyright <D 1903-2004 by Epoch WeH Services Inc. All rights reserved. 
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DAILY COMPLETION AND WORKOVER REPORT 

EVENT *1 



Ptge i 



DATE; 7/14/2007 



WELL: MO TANK FEDERAL 6WD #2 



EVENT NO: 1 



MIDLAND 



100 
$0 



0/0 
NRI%: 



OPERATOR : EOO RESOURCES, INC DIVISION : 

FIELD : RED TANK WEST DISTRICT : 

COUNTY.ST. : LEA , NM TVD/MD : 

AFEf: LOG WIS 

DHC ; 90 CWC : 

LOCATION : 542 FSL 1054 FWL SEC 14 T22S R52E 

SPUD DATE : 1ST SALES : 

REPORTED BY: SHERMAN TIPTON LAST CSO : 

RtGCOWTR. : RIG: 

0AILYCO6T: $7,800 00 CUM COST TO DATE ; $134,471 



COMPLETION DAY: 
WELL TYPE: SWD 
PROP*: 041360 
PBTD: 
PERFS : 
AFE TOTAL : $0 

TUBING SIZE: 
SHOE TVD/MD : 
PHNBR: 



CREATE OATR7/142007 
WELL CLASS ; LOE 
AP1#:30425-0d113 
FORMATION : 



EOT: 
KBELEV: 
PACKER DEPTH : 



FROM 



TO 



HRS 



Ph 



Op 



Activity Lut 24 Hour* - Operation* In Sequence (I All - 6 AM) 



06:00 



06:00 



24.00 



FT 



5 MJN SAFETY MEETING ON PRE SURE UP ON CAQ. OPEN WELL PRESUREO UP ON CAO TO 600 PSI 
LEAK OFF 100 PSI IN 35 SD. PRESURED UP 500 PSI LEAK OFF 100 PSI IN 36 SD. PULLED TBO & DRILL 
CALLERS * BTT RUN IN HOLE WITH PKR & TBG TO 461 f PRESUREO UP 500 PSI BELOW PKR & IT 
HELD UNSET PKR PULLED ONE JT TO 429* SET PKR PRESUREO UP ABOVE PKR ON CAO IT HELD SO 
rr fS STILL LEAKING SAME PLACE RELEASED PKR PULLED TBG 4 PKR C.W.I. S D. TtU MONDAY 5-30 
AM TO 4:00 PM 



Total Hours : 24 ,00 



COSTS SUMMARY 



Cods 



41t 

424 

417 
417 



Description 



COMPLETION RIG 
SUPERVISION 
EQUIPMENT RENTAL 
EQUIPMENT RENTAL 



Typa 



INTN 
WTM 
INTO 

iNTN 



Sarvtea Company 



BASIC ENERGY 
SHERMAN TIPTON 
AfrC RENTAL 
LEA COUNTY PKRS 



Cost 



♦3.750 

teso 

91.400 

12.000 
*0 



CASING DATA 



Casing Nama Dapth OD WaKght 



Crada 



Conn 



57,800,00 
$134,471 



Tgtal Daly Cost 
WelToMlCe*: 



Copyright 1963*2004 by Epoch Wei Services Inc. AB rights reserved. 



07/15/20B7 18:33 5053952844 
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6—g 



REPORT ft 
LOE 



WELL SERVICE PEPOPT 



Date Started: 
Service Unit 

Pumping Unit 

Time Clock; 

Prod. Cag, OD: 
Formation: 



7-13-07. 
6/2*2007 
BASIC ENERGY RtQ 1218 



%Run time 
5-1/2. 



County; 



LEA 



Slate: 



NM 



Date Completed: mammmmmmmmm ^ mmmm ^ 
EOG Supervisor SHERMAN TIPTON 



Lower Bell Canyon 



Recent Prod. Teat: 



BOPD 




DESCRIPTION OP EQUIPMENT IN HOLE 



Tubing 





IPC 


172 






2-3/1x2-7* 




X-Over 






2-7/8 x 3" 




OnftOff 


Tool 




2-3/1x5-1/2. 


PKR 






5342' 



Pump: 



Pump Company 
Fading Equipment TBG 
Service; 



Rod* 
it* 



am 



INJ. 



Location of Failure; 
Cause Of Failure: 



Body 



Depth: 



801-38* 



Hole In Tbg 



Reason For Pulling Job; 

Description of Work Done: 3 mlrt safety meeting on preeure up on cag. Open well praaured up to 800 pel 
leak off 100 pal 35 ad. Presured up again leak off 100 pal 38 ad. Pulled tbg ft drill caller ft bH run In holt packet 
ft tbg to 481' set packer prewired up below pac ker 600 pe l held pulled one Jt set pfcr at 429' prea tired up on 
cag above pkr \i he l d w H sffll T ask i ng off same place 4M to UV pulled ouitbgftpkr c.w.l 8,d. fall Moriday — 
8:30amto4;00pm 

Changes Made to Dealgn; 



Failures for Previous 24 rnos.: 



Coat Summary 



Code* 



"TIT 
424 
417 

417 



Description 



Completion Rig 
Supervision 
Equipment Rental 
Equipment Rental 



INTN 
INTN 
INTN 



Service Company Coat 



BASIC ENERGY 
Sherman Tipton 
ABC Rental 
Lea County Packer 



pfftvtou* P«Uv Cost: 1? g, $71.Q0 TftM PwHY QW t- 



7,800,00 



3750.00 
650.00 
1400.00 
2000.00 



Well Total Coat: 130,371,00 



07/15/2007 18:33 5053952844 



SHERMANTIPTON 
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Page 1 



DAILY COMPLETION AND WORKOVER REPORT 

EVENT IM 



DATE: 77102007 



WELL: RED TANK FEDERAL SWD #2 



EVENT NO: 1 



OPERATOR : 
HELD : 
COUNTYST. : 
AFE#: 
DHC: 

LOCATION : 
SPUD DATE: 
REPORTED BY: 
RIO CONTR. : 
DAILY COST : 



EOG RESOURCES, INC 

RED TANK WEST 

LEA , NM 

LOG 

$0 



DIVISION: 

DISTRICT: 

TVD/MD: 

Wl%: 

CWC; 



MIDLAND 



100 
$0 



0/0 



542 F&L 1958 FWL SEC 14 T22S R32E 

1ST SALES; 

SHERMAN TIPTON LASTCSG: 

RIC: 

$0.00 CUM COST TO DATE : $134,471 



COMPLETION DAY; 
WELL TYPE: SWD 
PROP*; 041300 
PBTD: 
PEKFft: 
APE TOTAL : $0 

TUBING SIZE; 
SHOE TVD/MD: 
PHNBR: 



CREATE DATE: 7/15/2007 
WELL CLASS : LOE 
API #: 30423-081 13 
FORMATION; 

EOT: 
KBELEV: 
PACKER DEPTH : 

/ 



FROM 



06:00 



TO 



06:00 



24.00 



Ph 



DP 

FT 



Activity Laat 74 Now* - Operation* In S+quanc* (6 AM - $ AM) 



SHUTDOWN 



Total Hours : 24.00 



COSTS SUMMARY 



Codi 



41$ 
424 

417 



COMPLETION RKJ 
SUPERVISION 
BOUIPMENT RENTAL 



Description 



1NTN 
WTN 



Strvic* Company 



BASK? ENERGY 
SHERMAN TIFTON 
ABC RENTAL 



Govt 



so 



CASING DATA 



Caving Nam* 



Dtpth 



OD 



Weight 



Orada 



Conn 



$0.00 
$134,471 



Total Daily Coat 
YM Total Coat 



Copyright © 1 993-2004 by Epoch WaH Sarvit** Inc. All rigKa raaervwL 
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1 



DAILY COMPLETION AND WORKOVER REPORT 

EVENT «:1 



DATE: 7(1*2007 



WELL: RED TANK FEDERAL SWO #2 



EVENT NO 1 



OPERATOR : 
FIELD: 
COUNTY.ST. : 
AFE# 
DHC 

LOCATION : 
SPUD DATE ; 
REPORTED BY: 
RK5COWTK ; 



EOG RESOURCES, INC 

RED TANK WEST 

LEA , NM 

LOE 

$0 



DIVISION: 
DISTRICT: 
TVDVMD : 
WI%: 
CWC: 



MIDLAND 



100 



0/0 
NRI%: 



542 F8L 1968 FWL SEC 14TZ2S R32E 

1ST SALES: 

SHERMAN TIPTON LASTCSG: 

RtQ; 



COMPLETION DAY: 

wax type: swo 

PROPf: 041360 

PBTD: 

PERFS: 

AFE TOTAL: $0 

TUBING SIZE: 
SHCCTVDVMO: 
PH NfiR: 



CREATE DATE: 7/16/2007 
WELL CLASS: LOE 
API#;3WE5-0ai13 
FORMATION: 

EOT: 
KB ELEV; 
PACKER DEPTH: 
/ 



DAILY COST; $0.00 



CUM COST TO DATE : $134,471 



FROM 



TO 



HRS 



Ph 



Op 



ActMty Lmi U Hour* - Op#r»tkm* In Struma (9 AM - 6 AM) 



06:00 



06:00 



24.00 



FT 



SHUTDOWN 



Tot*J Hour* ; 24,00 



COSTS SUMMARY 



CASINO DATA 



Cod* 



Description 



Typd 



Service Company 



Cost 



Casing Name Depth 



OD Weight Grade Conn 



416 
424 
417 



COMPLETION RIO 
SUPERVISION 
EQUIPMENT CENTAL 



NTH 
INTN 



BASIC ENERGY 
SHERMAN TIPTON 
ABC RENTAL 



$0 



SO 00 
$134,471 



Total Daily Cost: 
WMI ToMl Cost: 



Copyright 1903-2004 by Epoch Well Service* Inc. All r^hte ******* 
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DAILY COMPLETION AND WORKOVER REPORT 

EVENT #:1 DATE : 7/17/2007 



WELL: RED TANK FEDERAL 8 WD #2 



OPERATOR: 
FIELD: 
COUNTT.ST* ■ 
AFES; 

DHC: 

LOCATION : 
SPUD DATE : 
REPORTED BY: 
RIG CONTR ; 
DAILY COST: 



!*OG RESOURCES. INC 

RED TANK WEST 

LEA , NM 

LOE 

$0 



EVENT NO 1 
DIVISION : MIDLAND 
DISTRICT: 

TVD/MD : 0(0 
Wl%: 100 NRJ%: 
CWC: $0 



$42 FSL 195a FWL SEC 14 TOS R32E () 

1ST SALES : 

SHERMAN TIPTON LAST CSG : 

RIG: 

$19,000.00 COM COST TO DATE : $153,471 



COMPLETION DAY: 
WELL TYPE: SWD 
PROPf: 041360 
PBTD r 
PERFS : 
AFE TOTAL :$0 

TUBING SIZE; 
SHOE TVD/MD: 
PHNBR; 



CREATE DATE: 7/17/2007 
WELL CLASS LOE 
AP(#: WJ26-08113 
FORMATION : 

EOT: 
KB ELEV : 
PACKER DEPTH : 

/ 



FROM 



TO 



HRS 



Ph 



Op 



Activity L*»t 24 Houn - Operations In Ssqusnc* (0 AH - AM) 



06-00 



06:00 



24 00 



FT 



5 MIN SAFETY MEETING ON RUNNING TBG. OPEN WELL TJHJVV 14-JTS 2-7/8 TO 46V R.U, 
HALLIBURTON SPOTED 6-B&LS FLOWCHECK A 1 .5 BBLS F/W T.O.HJW TBG C.W.I. PRESURED UP 
ON GAG TO 800 PSl BLEED OFF PRESURED UP 5 TIMES PUMP 1-1/9 BBL INTO HOLE PRESURED UP 
800 PSl C.W.I. S O F.N, 5:30 AM TO 3:30 PW 



Total Hour* : 24.00 



Code 



418 
424 

417 
424 
406 

407 



COSTS SUMMARY 



Description 



COMPLETION RIG 
SUPERVISION 
EQUIPMENT RENTAL 
SUPERVISION 
CEMENTING A SERVICES 
WATER 



Type 



INTN 
INTN 
INTN 
WTN 
INTN 
INTN 



Sftfvfoa Company 



BASIC ENERGY 
SHERMAN TIPTON 
ABC RENTAL 
DCS 

HALLIBURTON 
LO0O TRUCKING 



Cost 



$3,760 
$650 

$1.20Q 

$11,000 

$1,000 



Casing Nam* 



CASING DATA 



Depth 



OD 



Wslght 



Grids 



Conn 



Total Daily Cost $19,000,00 
W>* Total Cot; $153,471 

Copyright© 1WW0CW by Epoch Well Ssrvicss Inc. AN rights reserved. 



SHERMANTIPTON 



PAGE 04 



HALLIBURTON 



Cementing Job Summary 




Summit Vcniod; 7.20, 1 30 



Monday, July 16, 2007 14:55:00 



87/17/2087 84:43 5053952844 



SHERMANTIPTOI 



PAGE 05 



HALLIBURTON 



Cementing Job Summary 




Summit Version: 7.20. 1 30 



Monday, July 16, 2007 14:55:00 



_?Z£L^2 0B7 - " :43 5053352840 SHERMANTIPTON PAGE 06 



HALLIBURTON Cementing Job Log 



Curtonwr. EOQ RESOURCES INC jcuwonur By »Mi i ritMM 

HttNtino: RED TANK FED SWP \thm*2 F*"g* :rz= — 

|city (SAP): EUNICE Courty*«W»: Lea HW« M*w Mwooo 

Jiflal DeecilijMofK — ,- — - « ■■ . , . - — — ~ ~ 

jt£ N Odea. ORN0dM.0mki.0Mai. LoiwEOdoa OR £ dag. mm. bscs. 




Cuiitobtlor. B— te W swvto Wo*P***i»inN«mWHuin:7?7? ,. 


Job Pwmm: SquMR* Hote in Casing HkfartMwK**: 


WkJ Tw. Dawutopmont WH (Job TVpr. Gqueen Hole in Cwino 


f s #r^ -!?S:, ^ 4 - ^, ■ ■ . 




tm 






1 


Can Out 


07/16/2007 
03:00 
















Gaiety Meeting - Service 
Center or other Site 


07/16/2007 
06:00 
















Depart from Service Center or 
Other Site 


07/16*2007 
06:15 
















Afrive at location from Service 
Center 


07/1672007 
08:00 














ARRIVED AT 
LOCATION WITHOUT 
INCIDENT; INJURY OR 
ACCIDENT 


Time Customer is Ready to 
Turn Control Over to HES 


07/16/2007 
06:01 
















HES Resources on Location 
and Available to Perform 


07/1672007 
08:02 
















Safety Meeting - Assessment 
of Location 


07/16/2007 
08:05 















CHECK LOCATION 
FOR ANY HAZZARDS 
THAT MIGHT 
INTERFERE WITH HES 
PERSONNEL IN 
PERFORMING THEIR 
DUTIES 


Safety Meeting - Pre Rig-Up 


07/16/2007 
06:10 














INFORM CREW TO BE 
SAFE WHILE 
ASSISTING IN 
RIGGING UP, AND TO 
BE CAREFUL OF 
PtNCHPOMTS. LINE 
OF FIRE AND 
TRIPPING HAZZAARDS 


Rig-Up Equipment 


07/16/2007 
08:20 
















Rig-Up Completed 


07/160007 
09:00 














RIG UP COMPLETED 
WITHOUT INJURY, 
INCIDENT OR 
ACCIDENT 



Sold To #: 302122 ShipTo#:25S3G24 Quote #; Sato* Order* : 5234543 

SUMMIT Version: 720. 130 Monday, July 16, 2007 02:55:00 



07/17/2087 04:43 5053952844 
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HALLIBURTON 



Cementing Job Log 







i 

r& 

■■■■■1 


. > < > > : ) 


**■ *<' 

^fr^r . .. 
■HI 








INFORM CREW OP 


Safety Meeting -Pro Job 


09:05 














inn PROCEDURE AND 
WHAT WAS 
EXPECTED OF THEM 
IN PERFORMING 
THOR DUTIES 


Start Job 


07/16/2007 
00:31 
















TestUnM 


07/160007 
00:33 




1 




1 




2300. 



TESTUNES TO 2300 


Pump Spacer 


07/16/2007 
10:03 




4 

1 




A 


— 


500.0 


PUMP250GALLONOF 
FLOCHEK AT 10PPG 


Shutdown 


07/16/2007 
10:30 
















Other 


07/16/2007 
10:31 














PULLING UNIT CREW 
PULLED 145TAWU5 


Pressure Up Wen 


07/16/2007 
11:03 




0.5 








794.0 


PRESSURE UP 
CASING TO 794PSI 
AND HELD FOR 
30MINUTES; 
PRESSURE LEAKED 
OFF TO 41 BPS! 


Pressure Up Well 


07/160007 
11:07 




0.6 




0>2 




804.0 


PRESSURE UP 
CASING TO 804PSI 
AND HELD FOR 
30MINUTES; 
PRESSURE LEAKED 
OFFT0417PSI 


Pressure Up Well 


07/16/2007 
11:39 




0.5 




0.3 




800.0 


PRESSURE UP 
CASING TO 809PSI 
AND HELD FOR 
30M1NUTES; 
PRESSURE LEAKED 
OFFT0378PSI 


Pressure Up WeU 


07/16/2007 
12:11 




0.5 




0.4 




782.0 


PRESSURE UP 
CASING TO 782PSI 
AND HELD FOR 
30MINUTES; 
PRESSURE LEAKED 
OFFTO418PSI 


Pressure Up WeU 


07/16/2007 
12:25 




0.5 




0.1 






811.0 


PRESSURE UP 
CASING TO 811 PSI 
AND HELD FOR 
30MINUTES; 
PRESSURE LEAKED 
OFF TO 490PSt 



SqW To #: 302122 Stup To * :2563524 Quote*. 

SUMMIT Version: 7.20. 130 Monday, July 16, 2007 02:55:00 



SalMOrctor*: 5234543 



07/17/ 2807 94; 43 5053952844 
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HALLIBURTON 



Cementing Job Log 



zl' ' ' ■ '■' tl: ' ' ' : '-'V' 


isaa -.>;:; 

'..V . ' 1 


■^-■^ 

»*■. 








■Ml 






Pressure Up WeM 


12:66 














CASINO TO 625PSI 
AND HELD FOR 
3QMNUTES; 
PRESSURE LEAKED 
OFFTO490P8I 


Pressure Up Wei 


07/16/2007 
13:26 




as 




0.1 




777.0 


PRESSURE UP 
CASING TO 777PSI 
AND HELD FOR 
30MINUTES- 
PRESSURE LEAKED 
OFFTO490PSI 


Pressure Up WeV 


07/160007 
13:65 




0.5 








70*0 


PRESSURE UP 
CASING TO 703PSI 
AND HELD FOR 
30MNUTES; 
PRESSURE LEAKED 
OFF TO 400PS1 


Shut In Well 


07/16/2007 
14:24 












600.0 


SHUTWELL IN WITH 
600PSI 


End Job 


07/16/2007 
14:33 
















Safety Meeting - Pi* Rig-Down 


07/16/2007 
14:40 














INFORM CREW TO BE 
SAFE WHILE 
ASSISTING IN 
RIGGING DOWN AND 
TO BE AWARE OF 
HAZZARDS THAT CO- 
EXIST WHILE RIGGING 
DOWN 


Rig-Down Equipment 


07/16/2007 
14:50 
















Rfc-Down Completed 


07/16/2007 
15:50 














RIG DOWN COMPLETE 
WITHOUT INJURY, 
INCIDENT OR 
ACCIDENT 


Safety Meeting - Departing 
Location 


07/16/2007 
16:00 














INFORM CREW TO BE 
SAFE ENROUTE TO 
SERVICE CENTER OR 
OTHER LOCATIONS 


Return to Service Center from 
Job 


07/16/2007 
17:30 

















SoMTo#: 302122 
SUMMIT Version: 7 20130 



Ship To t :2583S24 Quote # : 

Monday, July 16. 2007 0255:00 



Sain Order # : 5234543 



07/17/2807 04:43 



6, 



5053952844 SHERMANTIPTON 

report io WELL SERVICE REPORT 
J£C REDTANKPED «SWD> #2 



PAGE 01 



Date Started: 

Service Unit 

Pumping Unit 
Time Clock: ^ 
Prod. Cag. 00; 
Formation: 



7-13-07. 

6/28/2007 
BASIC ENERGY RIG 12M 



% Run time 



County: LEA 



State: 



Date Completed: _______ 

EOG Supervisor. SHERMAN TIPTON 



Low* Belt Canyon 



Recent Prod. Test: 



BOPD 




DESCRIPTION OP EQUIPMENT IN HOLE 



Tubing 







i — sfii . 


Loath 




2-7/8. 


IPC 


172 






2-3/8 X2-7/B 




X-Ovor 






2-7/8X3" 




On&Off 


Tool 




2Mx 5-1/2. 


PKR 






sur 



Pump: 



Size 



Pump Company 
Failing Equipment: TBQ 
Service: 



Rods 

Sndt & 



Loom 



SatlE 



INJ. 



Location of Failure: 
Cause or Failure: 



Body 



Depth: 



601.36' 



HoteinTbg 



Reason For Pulling Job: 

Description of Work Done: 5 rnln safety meeting running tbfl. Open well tl.h./w 14-Jts 2-7/8 tbfl to 461" r.u. 
Halliburton pump 6 bMs Ftowchecfc & 1.5 bble f/w to.ru/w tbg c.w,t. Preaured up on cag to 600 pent Meed off 
to 41 5 pel pceeured up S times to 800 pei pump 1-1 J8 tobl of ftowcheck In to hole left $00 pel on cag c.w.l. S.d» 
f.n. 5:30 am to 3:ai pm 



Changes Made to Design; 
Failures for previous 24 mo*: 



Codei 



Description 



Cost Summary 





Completion Rig 


INTN 


SaSiC ENERGY 


3790.66 


424 


Supervision 


INTN 


Sherman Tipton 


650.00 


417 


Equipment Rental 


INTN 


ABC Rental 


1400.00 


424 


Supervision 


INTN 


DCS 


1200.00 


409 


Cementing $ Services 


INTN 


Halliburton 


11000.00 


407 


Water 


INTN 


Lobo Truck 


1000.00 



OifefiBtt 13W1.W Total Q»i»v Co%t: 



19.000.00 



Wf»TO«llCQ»K 133-471-00 



07/18/2007 94:35 5053952844 
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DAILY COMPLETION AND WORKOVER REPORT 

EVEWT #l1 



Pag* f 



DATE: 7/18/2007 



WELL: RED TANK FEDERAL 5 WD #2 



EVENT NO: 1 



OPERATOR: 
FIELD : 
COUNTY.ST. : 
AFE*: 
DHC: 

LOCATION : 
SPUD DATE: 
REPORTED BY: 
RK3CONTR. : 
DAILY COST: 



BOO RESOURCES, INC 

RED TANK WEST 

LEA . M 

LOE 

$0 



DIVISION : 
DISTRICT ; 
TVD/MD ; 
Wl%: 
CWC: 



MIDLAND 



100 
W 



0/0 
NRI%: 



542 F$L 1959 FWL $EC 14 TOS R32E () 

1ST SALES : 

SHERMAN TIPTON LAST CSG : 

RIG: 

$4,750.00 CUM COST TO DATE ; $158,221 



COMPLETION DAY; 
WEIL TYPE: SWD 
PROP*: 041360 

PBTD: 

PERFS; 

AFE TOTAL: $0 

TUBING SIZE: 
SHOE TVCVMD: 
PHNBR: 



CREATE DATE: 7/1 5/2007 
WELL CLASS: LOE 
API #: 30-025-05113 
FORMATION : 



EOT: 
KBELEV: 
PACKER DEPTH : 
/ 



FROM 



TO 



HRS 



Ph 



Op 



Activity Last 24 Houri * Operations In Svquanet (6 AM - 6 AM) 



03,00 



09:00 



24.00 



FT 



5 MIN SAFETY MEETING ON PRESURE UP ON GAG. OPEN WELL DIDNT HAVE ANYTHING ON WELL 
LOADED 1/2 BBL PRESURED UP 560 PSI BLEED OFF 100 PSi IN 15 MINS PRESURE UP AGAIN 550 PSI 
BLEED OFF TOO PSi IN 15 MINS WAITED 1 HR PRESURED UP 500 PSI BLEED OFF 100 PSI IN 15 MINS 
WAITED 1 HR PRESURE BLEED DOWN TO 200 PSI PRESURED UP TO 500 P$l BLEED OFF 100 PSI IN 
15 MINS C.W.I. 5.D. F.N. 5:30 AM TO 3:30 PM 



Total Hours : 24.00 



COSTS SUMMARY 



CASINO DATA 



Code Description 



Type 



Service Company 



Cost 



Casing Name Depth OD Weight Grade Conn 



41B 
424 

417 



COMPLETION RK3 
SUPERVISION 
EQUIPKCNT RENTAL 



INTN 
INTN 
INTN 



BASIC ENERGY 
SHERMAN TIPTON 
ABC RENTAL 



$850 
$900 



Total Dally Cost: 
Wftfl Total Coat 



$4,750.00 
$156,221 



Copyriflht © 1993*2004 by Epoch Wei Service* Inc. All right* rssarvad. 



07/18/2087 04:35 5053952844 
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& 



REPORT 11 

»ogr+sourc** lo6 



WELl SERVICE 



REDTANK FED (3WTO #2 



Date Started: 

Service Unit 

Pumping Unit: 
Time Clock: 
Prod. Csg. OD; 
Formation: 



M7-07. 

0/30/2007 
BASIC ENERGY RIO 126* 



%Run time 

5-1/2. 



County: LEA 



Stats: 



Date Completed: ________ 

EOG Supervisor. SHERMAN TIPTON 



Lower Bell Canyon 



Recent Prod. Test 



BOPD 




DESCRIPTION OF EQUIPMENT IN HOLE 



Tubing 













t-719. 


IPC 


172 






2-3/8 xl-lto 




X-Ovtr 






2-7UK3" 




On 5. Off 


Tool 




2-3/5 x 5-1/J- 


PKR 






5M2* 



Pump. 



Rode 



loath 



Pump Company 



Fading Equipment: TBQ 
Service: 



INJ. 



Location of Failure: 
Cause of Failure: 



Body 



Depth: 



Hoto In Tbft 



Reason For Pulling Job: 

Description of Work Done; 3 mirt safety meeting on preaura up on cag. Open well didnt have anything on 
It loaded 1/2 bbl preeure up SSO pel bleed off 100 pei in 15 mine preeure up again WO It Mead off 100 pel In 
15 mine waited 1 hr preeured up SOO pal Meed off 100 pel in 15 mine waited 1 hr well bleed down to 200 pal 
proaured up to 500 pel bleed o# loo pal in 1 j mine c.w.l $.d. f.n. 5:30 am to 3:30 pm 



Changes Made to Design: 
Failures for Previous 24 mos,: 



Coat Summary 



Code. 

424 
417 



Dascrlption 



Completion Rig 
Supervision 
Equipment Rental 



Type 

INTN 
INTN 



Service Company Coot 



BASIC feNERCSY 
Sherman Tipton 
ABC Rental 



p«vi OU »D.lhrCo»fc 1$3,471,PQ Ifift! P^fY Ctttt; 4,75000 



3200.00 
650 00 
900.00 



VWI Total <tVK 15L2ZLSS 



i 



07/ 19/ 2007 04 : 34 5053952644 



SHERMANTIPTON 



PAGE 02 



Page 1 



6mog 



DAILY COMPLETION AND WORKOVER REPORT 

EVENT f:1 



DATE: 7/1 M2007 



WELL: RED TANK FEDERAL SWD *2 



EVENT NO: 1 
DIVISION r MIDLAND 
DISTRICT: 
TVCYMD: 
Wl%: 100 
CWC: $0 



0/0 
NftlH: 



OPERATOR ; EOG RESOURCES, INC 

FIELD; RED TANK WEST 

COUNTY,ST.; LEA , NM 

AFE# : LOE 

DHC: 90 

LOCATION : 542 FSL 1998 FWL SEC 14 T22S R32E 
SPUD DATE: 1ST SALES : 

REPORTED 6Y: SHERMAN TIPTON LAST CSG : 

RIG CQNTR. ; RK3 : 

DAILY COST: K550.00 CUM COST TO DATE : $162,771 



COMPLETION DAY: 
WELL TYPE: SWD 
PROP* : 041360 
PBTD : 
PERFS: 
AFE TOTAL : $0 

TUBING Sl2£: 
SHOE TVD/MD : 
PHNBR: 



CREATE DATE: 7/1 ft/2007 
WELL CLASS: LOE 
API #: 30-025-06113 
FORMATION : 

EOT; 
KB ELEV 
PACKER DEPTH: 

/ 



FROM 



TO 



MRS 



Op 



Activity Lett 24 Houn • Operation* Hi eequenee (6 AM - 6 AM) 



06:00 



05:00 



24.00 



FT 



$MUT DOWN WAITING ON ORDERS 



Total Hours : 24.00 



COSTS SUMMARY 



CASINO DATA 



Cod* 



Description 



Type 



Service Company 



Cost 



Casing Name Depth OD Weight Grade Conn 



416 
424 
417 



COMPLETION RIG 
SUPERVISION 
EQUIPMENT RENTAL 



INTN 
INTN 
TNTN 



ftASC ENERGY 
SHEKMAN TIPTON 
ABC RENTAL 



$5,000 

$650 

$000 



$4,650.00 
$162,771 



Total Daily Cost 
Wall Total Cost 



Copyright O 1093-2004 by Epoch Well Service* Inc. All righta teaerved. 
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5053952844 SHERMANTIPTON 
WFtl SERVICE REPORT 
REDTAMK PEP fSWD) #2 



PAGE 01 



Date Started: 
Service Unit 

Pumping Unit: 
Time Clock; 
Prod. Csg, OD: 
Formation: 



7-1&-07. 

8/28/2007 
BASIC ENERGY RK3 1288 



County: LEA 



Date completed: 
EOG supeiv&or: SHERHAN TIPTON 



% Run time 
5-1/2. 



SPM; t 
WT.: 15.6# 



Lower Bell Canyon 



Recent Prod. Test; 



BOPD 



Bttm Pert: 
BWPD 



Stroke Length: ^ 
Prime Mover 
PDTD: — 
Top Pert 



WW' 



8744* 



MCFPD Fluid Level; 



DESCRIPTION OF EQUIPMENT IN HOL£ 



Tubing 



2-7/8. 


IPC 


172 






2-3/8 X2-7/8 




X-Over 






2-7/8 X 3 M 




OntOff 


Tool 




2-3/8X8-1/2. 


PKR 






8342' 



Pump; 



Pump Company 

Failing Equipment: TBG 
Service: 



Rode 
Grade Aft 



Location of Failure: 
Cause of Failure: 



Body 



Depth: 



601.35- 



Reaaon For Pulling Job: 
Description of Work Done: 



Hole in Tbg 



Shut Down Waiting On orders 



Changes Made to Design: 
Failures for Previous 24 mos.: 



Code ; Description 

Completion Rig 
Supervision 
Equipment Rental 



424 

417 



Cost Summary 



Type 



iNTfT 
INTN 
INTN 



Service Company 
BASIC 

Sherman Tipton 
ADC Rental 



Coat 



3000.00 
850.00 
900-00 



Previwe Patty g^te 159.??1,90 TffUl CWfyCott; 4,S5o.oo wen Touicost: iea.7Ti.oo 



07/29/2007 04:38 5053952844 



SHERMANTI PTQN 



PASE 02 



Page 1 



DAILY COMPLETION AND WORKOVER REPORT 

EVENT #:1 



DATE: 7/2*2007 



WELL: RED TANK FEDERAL 5WD #2 



EVENT NO: 1 



0M8ION: 
DISTRICT : 
TVLVMD: 
Wl%: 
cwc : 



MIDLAND 



100 
$0 



0/0 
NR|%; 



OPERATOR: EOG RESOURCES, INC 

FIELD : RED TANK WEST 

COUNTY.ST. : LEA . NM 

AFE#: LOE 

DHC: $0 

LOCATION : 642 F5L 1 968 FWL SEC 14 T22S R32E 
SPUD DATE ; 1ST SALfcS : 

REPORTED BY: SHERMAN TIPTON LAST C5Q : 

RIG COWTR : RIO : 

DAILY COST : $1 5 r 703.00 CUM COST TO DATE ; $1 78.474 



COMPLETION DAY: 
WELL TYPE: 6WD 
PROPi: 041360 
PflTD : 
PERFS: 
AFE TOTAL: *0 

TUBING SIZE: 
SHOETVD/MD : 
PHNBR: 



CREATE DATE; 7/20/2007 
WELL CLASS: LOE 
API #: 30-025-06113 
FORMATION; 

EOT; 
KBELEV; 
PACKER DEPTH : 

/ 



FROM 



TO 



MRS 



Ph 



Op 



Activity lm\ 24 Hourt - OptrattQn* In toqumct (6 AM - • AM) 



06:00 



06.00 



24.00 



FT 



5 M1N SAFETY MEETING ON WASHING SANO OPEN WELLTJ K/W OVERSHOT & TBG TAGGED SAND 
1000' WASHED SAND OFF B.P. GOT B P. UNSET T.O.HjW TBG & B.P. R.U. WEATHERFORD WIRELINE 
RUN CAO INSPECTION LOG & SET COMPtZED PLUG AT 000* R.D. WIREUNE TRUCK T.I.HJW PKR A 
TBO TO 46V SET PKR PRESURED UP TO fiOO PSI IT HELD TO.R/W TBO ft PKR C.WJ. S.D. F.N. 5-30 
AM TO 3 30 PM 



Total Hour: 24.00 



COSTS SUMMARY 



Code 



41* 
434 
4t? 

417 
424 
411 



COMPLETION RIG 
SUPERVISION 
COWPMEHT RENTAL 
EQUff*MENT RENTAL 
SUPERVISION 

OPEN HOLE LOGGING A TEStlNC 



Description 



Type 



INTN 
JNTN 
INTN 
WTN 
WTN 
INTN 



Service Company 



BASIC ENERGY 
SHERMAN TIPTON 
ABC RENTAL 
LEA COUTY PKR 
DCS 

WEATHERFORD 



Cost 



sew 

»1.W0 

$2,000 
11,200 
*7,Q» 
*0 



Casing Name 



CASING DATA 



Depth 



OD 



Weight 



Gride 



Conn 



Total Dally Co*fc $1 6,703-00 

W«JI Total Co*t $178,474 



Copyright © 1 903-2004 by Epoch Wtil SeivicM Inc. All rigtw rasonffd. 
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SHERMANTIPTON 

WELL SERVICE REPORT 
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Date Started: 
Service Unit 

Pumping Unit 

Tim* Clock: 

Prod. Csg, OD: 
Formation: 



6/28/2007 
BASIC ENERGY RIG 1296 



% Run time 
5-1/2, 



County: LEA 



Date Completed; 
EOG Supervisor SHERMAN TIPTON 



Lower Bell Canyon 



Recent Prod Test 



BOPD 




DESCRIPTION OF EQUIPMENT IN HOLE 



Tubing 



2-7/1. 


IPC 


172 






2-3/8 x2-7/B 




X-Over 






2-7/8 x 3" 




On & Off 


Tool 




2 3/8 x 6-1/2, 


PKR 






5347 



Pump; 



Rode 



Lnoth 



Pump Comparty _ 
Failing Equipment; TBG 
Service: 



INJ. 



Location of Failure^ 
Cause of Failure: 



Body 



Depth: 



801.35' 



Hole in Tbg 



Reason For Pulling Job: 

Description of Work Done: 5 mln safety meeting on washing sand. Open well tLhJw overshot a tbg to 1000' 
tagged aand waeh send off bridge plug unset b.p. to.h./w tbg & B.P» R.U. Woatherford walroline run sag, 
inspection log & compoteed plug set at 600* R.D. wireline Truck . T.l.h./w PKR A Tbg to 481' set Pfar pfssursd 
up to w» pel it neid pulled tbg & Pkr cw.i. aid. kn. 5;30 am to 9:30 pm 



Changes Made to Design: 
Faflures for Previous 24 mos.: 



Coat Summery 



Code 


Description 




Service Company 


Coat 


4Tff 


Completion Rig 


iKItN 


BASlfc eUfcRGY 


3300.00 


424 


Supervision 


INTN 


Sherman Tipton 


650.00 


417 


Equipment Rental 


INTN 


ABC Rental 


1500.00 


417 


Equipment Rental 


INTN 


Lea County PKR 


2000.00 


411 


Logging 


INTN 


Weatherfbrd 


7053.00 



P^vk^ Co,t: 1g2,?T1 .00 ToatP»HyOMt; 14.S03.0Q W1I TbM Cft: 177.274 00 



07/21/2007 04:41 5053952844 
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>m>0 resources 



DAILY COMPLETION AND WORKOVER REPORT 



EVEKT *. 1 DATE : 7/21/2007 



WELL: RED TANK FEDERAL 3 WD « 



EVENT NO: 1 



OPERATOR : 
FIELD: 
COUNTY.ST. ; 
AFE#: 
OMC: 

LOCATION ; 
SPUD DATE : 
REPORTED BY: 
RIG CONTR. : 
DAILY COST: 



EOG RESOURCES, INC 

RED TANK WEST 

LEA f NM 

LOC 

$0 



DIVISION . 

DISTRICT: 

TVD/MD: 

Wl%: 

CWC: 



MIDLAND 



100 
$0 



0/0 
NR1%: 



542 F5L 1958 FWL SEC 14 T22S R32E 

1ST SALES: 

SHERMAN TIPTON LAST CSG : 

RIO; 

$22,050.00 CUM COST TO DATE ; $200,524 



COMPLETION DAY; 
WELL TYPE; SWD 
PROP*: 041360 
PBTD : 
PERFS : 
AFE TOTAL ; $0 

TUBING Size: 
SHOE TVD/MD: 
PHNBR: 



CREATE DATE: 7/21/2007 
WELL CLASS :LOE 
API # : 30-025-081 13 
FORMATION: 

EOT; 
K&ELEVi 
PACKER DEPTH ; 

/ 



FROM 



TO 



HRS 



Ph 



Op 



Activity LMt 24 Hours -Operations In Sequonee (« AM - « AM) 



06:00 



06:00 



24.00 



FT 



5 MIN SAFETY MEETING ON RUNNING CAG PATCH. OPEN WELL R.U WEATHERFORD & RUN CAG 
PATCH & 12 JTS OF 2-7/8 TBG SET PRESUREO UP TO 4000 PSI PULLED UP THREW PATCH SWAGED 
PATCH OUT PULLED TBG OUT A TOOL C.W.I. S O. F.N. 5:30 AM TO 3:30 PM 



Total Hours : 24.00 



COSTS SUMMARY 



CASING DATA 



Code 



Description 



Type Service Company 



Cost 



Casing Nam* Depth CD Weight 



Grade Conn 



41* 
424 
417 
4Z4 
417 
421 



COMPLETION RIG 
SUPERVISION 
EQUFMENT RENTAL 
SUPERVISION 
EQUIPMENT RENTAL 
ENVIRONMENTAL & SAFETY 



INTN 
INTN 
INTN 
INTN 
WTN 
MTN 



BASIC ENERGY 
SHERMAN TIPTON 
ABC RENTAL 
DCS 

WEATHfLRPOftb 
L060 TRUCKING 



$3,300 

$650 

$WQ 

* 1,200 

I1S.000 

$1,000 

90 



Total Daily Cost $22,050.00 

Wall Total Cot $200,524 

Copyright © 1993-2004 by Epoch Wei Seryfo*« Inc. All rights re*»rv#<». 



07/21/2007 84:41 



6mog 



5053952844 

REPORT 14 
LOC 



Date Started: 
Service Unit 

Pumping Unit: 
Time Clock: 



Prod. Ceg. OD: 
Formation: 



7-20-07. 

tt/28/2007 
BASIC ENERGY RIG 1256 



% Run time 
6-1/2. 



SHERMANT IPTON 

WELL SERVICE REPORT 

REDTAMK FED fSWP) #2 

County LEA 



PAGE 01 



State: 



Date Completed: _____ 
EOG Supervisor: SHERMAN TIPTON 



Lower Bell Canyon 



Recent Prod. Test: 



bopd 




DESCRIPTION OF EQUIPMENT IN HOLE 



Tubing 







m 


urn 




2-7/8. 


IPC 


172 






2-3/8 X2-7/8 




X-Ov*r 






2-T/8x3" 




On i Off 


Tool 




2-VB x 3-ira. 


PKR 






5342 1 



Slse 



Pump; 



Pump Company 
Failing Equipment: TBG 
Service: 



Rods 



Lnoth 



INJ. 



Location of Failure: 
Cause of Failure: 



Body 



Depth: 



601-35' 



Hole In Tbg 



Reason For Pulling Job: 

Description of Work Done; 5 mm safety meeting on running cag. Patch, Open well pick up cag caq patch" 
run It & 12-jta 2-7/8 tbg eel preeured up to 4000 pei pulled up thew patch ewaged H out pulled out of hole 
c.w.l. S.d. f.n. 6:30 am to 3:30 pm 



Change* Made to Design. cag patch eat from 420* to 440* ID 4-7/16 

Failures for Previous 24 mor: 



Code 

424 
417 
424 

417 
421 



Description 



Coat Summary 



Type 



Service Company Coat 



Completion Rig 


\uru 


basic £N£R6V 


3300 00 


Supervision 


INTN 


Sherman Tipton 


650.00 


Equipment Rental 


INTN 


ABC Rental 


900.00 


vupervfeion 


INTN 


DCS 


1200.00 


Cag Patch 


INTN 


Weatherfbrd 


15000.00 


Evironmental & Safety 


INTN 


Lobo Trucking 


1000.00 



Prmvinim p»iiv Cat: 17fl,474 t QQ Total Dally Coat- 



22,050,00 



W.H Total Coat: ZQn.H4.Oy 



87/23/2007 04:33 5053952844 SHERMANT I PTON PAGE 02 
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DAILY COMPLETION AND WORKOVER REPORT 




























EVENT * 1 OATE : 7/22O007 


WELL: 


RED TANK FEDERAL SWD #2 






EVENT NO: 1 




COMPLETION DAY: 


CREATE DATEI7/2OT007 


OPERATOR : EOO RESOURCES, WC 




DIVISION: MIDLAND 


WELL TYPE: SWD WELL CLASS ; LOE 


FIELD 




RED TANK WEST 








DISTRICT: 




PROP*: 041360 API #; 30-025-08113 


COUNTY.ST. : LEA 






, NM 


TVDk/MD : 


0/0 


PfiTO : 





FORMATION: 


AFE#: 




LOE 










Wl%: 100 


NRI* 


PERFS : 








DHC: 




$0 










CWC: $0 




AFE TOTAL : $0 


EOT; 




LOCATION : 542 FSL 1fi$8 FWL SEC 14 T22S R32E 








KBELEV: 




SPUO DATE : 












1ST SALES : 




TUBING SIZE: 


PACKER DEPTH : 


REPORTED BY; SHERMAN TIPTON 






LAST CSG; 




SHOE TVD/MD : 




/ 




R»OCONTR. : 












RIG: 




PH NBR: 








DAILY COST ; $9,450.00 










CUM COST TO DATE ; $209,974 










FROM 


TO 


HRS 




Op 




Activity Last 24 Hour* - OptrMlon* to Stcjutne* (C AM - 


I AM) 




06:00 


08:00 


24.00 


C 




FT 


& MIN SAFETY MEETING ON PRESURE UP ON CaO. OPEN WELL PRESUREO UP ON CAG TO 500 PSI 
IT HELD RUN CHART FOR 30 MINS T I M jW 4-1/4 BIT & 0-DRILL CALLERS & TBG TO 600* DRILLED OUT 
BRIDGE PLUG PULLED & LAY DOWN 1200' WORK STRING fr- DRILL CALLERS & BIT C.W.I. S.D. TILL 
MONDAY 5:30 AM TO 3:30 PM 
















CAG PATCH 420»TO44CT ID 4-7/16 












Total Hour» : 


24 00 
























COSTS SUMMARY 


CASING DATA 


Code 


Description 


Type 


Service Company 


Coet 


Casing Name 


Depth 


OD 


Weight 


Grade 


Conn 


41* 


COMPLETION RK3 






INTN 


BASIC ENERGY 


$a.tto 














424 


SUPERVISION 






INTN 


SHERMAN TFTON 


WW 














417 


EQWMENT RENTAL 






INTN 


ABC RENTAL 


S3.500 














434 


SUPERVISION 






INTN 


DCS 


$1,200 
















ENVIRONMENTAL A SAFETY 




INTN 


LOBO TRUCKING 


taw 

*Q 


























Total Deify Cott $6,450.00 
























Well Total Cost: 


$209,974 













Copyright $ 199&-2004 by Epoch Well Servigw Inc. Ai right* reserved. 



07/23/2007 04:33 
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& 



REPORT IS 
LOE 



WELL SEtt/lCE ggPOPT 
REDTANK FED <SWD1 #2 



Date 8tarted: 

Service Unit 

Pumping Unit 

Troa Clock: 

Prod. Csg, OD: 
Formation: 



7^21-07. 

608/2007 
BASIC ENERGY RIG 1258 



% Run time 
5-1/2. 



County: LEA 



State: 



Date Completed: 
EOG Supervisor: SHERMAN TIPTON 



Stroke Length: 




Lower Bell Canyon 



Recent Prod. Test: 



BOPO 



Bttm Pert. 
BWPD 



6066' 



Prime Mover. 
PDTD; _ 
Top Pert 



sisr 



5744' 



MCFPD Fluid Level. 



DESCRIPTION OF EQUIPMENT IN HOLE 



Tubing 



2-7/8. 


Ti ilir T l 

IPC 


172 






2-3/8 X2-7/8 




X-Over 






2-7/8 x 3" 




On&Off 


Tool 




2-3JSx 5-1/2. 


PKR 






8342' 



Pump: 



Rods 
Qr rtf Aft 



Lnnth 



Pump Company 
Failing Equipment; TBG 
Service: 



INJ. 



Location of Failure: 
Cause of Failure: 



Body 



Depth: 



801.3? 



Hole In Tbg 



Reason For Puling Job: 

Description of Work Done: 8 min safety meeting on preeure up cag. Open well preeured up to 800 pal on cag 
& It held run chart tor 30 mlns blead off tl.hTw 4-1/4 btt ft 8- drill callers ft tbg to 800' drilled out Bridge Plug 
pulled & lay down 1200* work string & drill taller* ft bit c.w.l. S.d. till Monday 5:30 em to 3:30 pm 



Changes Made to Design: cag patch set from 420' to 440* ID 4-7/16 

Failures for Previous 24 mos.: 



Cost Summary 



Code 



424 
417 
424 

421 



Description 



JXSUL 



Service Company Cost 



Completion Rig 


INTN 


feASIC fcNEA6Y 


3300.00 


Supervision 


INTN 


Sherman Tipton 


650.00 


Equipment Rental 


INTN 


ABC Rental 


3500.00 


supervision 


INTN 


DCS 


1200.00 


Evironmental & Safety 


INTN 


Lobo Trucking 


800.00 



Pr^tou. D.»v Cot: 200.924,00 T<M Wit <t9t\\ 



9.450.00 



Wrtl Total 



SSOL 209.974.00 



07/ 23/ 2007 04:33 5053952844 



SHERMANTIPTON 
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P*0« 1 



DAILY COMPLETION AND WORKOVER REPORT 

EVENT #:1 



DATE : 7/23/2007 



WELL: RED TANK FEDERAL tWD *2 



EVENT NO: 1 
DIVISION: MIDLAND 
DISTRICT: 
TVOAID; 
W( % ; 100 
CWC: $0 



0/0 
NRI%: 



OPERATOR : EOG RESOURCES, INC 

FIELD : RED TANK WEST 

COUNTY ,$T. : LEA , NM 

AFE# : LOE 

DHC ; 90 

LOCATION ; 542 FSL 105$ FWL SEC 14 T22S R32E 
SPUD DATE: 1ST SALES : 

REPORTED BY: SHERMANTIPTON LASTCSG: 
RIO CONTR ! RIO : 

DAILY COST : $0 00 CUM COST TO DATE : $209,974 



COMPLETION DAY: 
WELL TYPE: SWD 
PROP*: 041390 
PBTD: 
PERFS: 
AFE TOTAL .$0 

TUBING SIZE: 

SHOETVD/MD: 

PHNBR: 



CREATE DATE:7/23«007 
WELL CLASS : LOE 
API # : 30-025-061 13 
FORMATION: 

EOT: 
KB ELEV: 
PACKER DEPTH: 



FROM 



TO 



HRS 



OP 



Activity Lwt 24 Houri - Operation* In Sequence (6 AM » V AM) 



06:00 



0&O0 



24.00 



FT 



SHUTDOWN 



TOW Hours : 24.00 



COSTS SUMMARY 



Cod* 



418 
424 
424 
421 



Description 



COMPLETION RIG 

SUPERVISION 

SUPERVISION 

ENVIRONMENTAL & SAFETY 



Type 



WTN 
NTN 
WTO 
INTN 



Service Company 



BASIC ENERGY 
SHERMAN TIPTON 
DCS 

LOBO TRUCKING 



Cost 



*o 



CASINO DATA 



Casing Nam* 



Depth 



OD Weight 



Grids 



Conn 



Total D4ty Co»t; 
Wall Total Co*t 



$0.00 
$209,974 



Copyright 1 993-2004 by Epoch Well Service* Inc. AU right* reserved. 
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P w 1 



DAILY COMPLETION AND WORKOVER REPORT 

EVENT *1 



DATE; 7/24/2007 



WELL: RED TANK FEDERAL 8WD §2 



EVENT NO: 1 



OPERATOR : 
FIELD : 
COUNTY,ST. : 
AFE#: 
DHC ; 

LOCATION : 
SPUD DATE : 
REPORTED BY: 
RK3CONTR. : 
DAILY COST : 



EOO RESOURCES. INC 

RED TANK WEST 

LEA . MM 

LOE 

$0 



DIVISION; 
DISTRICT; 
TVTVMD; 

CWC; 



MIDLAND 



100 
$0 



0/0 
NRI% 



542 FSL 1958 FWL SEC 14 T22S R32E () 

1ST SALES : 

SHERMAN TIPTON LAST CSQ : 

RJG: 

$1 1.950.00 CUM COST TO DATE : $221,924 



COMPLETION DAY: 
WELL TYPE; SWD 
PROP*: 041360 
PBTD: 
PERFS : 
AFE TOTAL : $0 

TUBING SIZE 

SHOE7VD/MD: 

PHNBR; 



create date; 7/24/2007 
well class : loe 

API #: 30^5-081 13 
FORMATION: 

EOT : 
KBELEV: 
PACKER DEPTH : 

/ 



FROM 



TO 



HRS 



Ph 



Op 



Activity Latt 24 Hows * Operation* In S**»ne» (ft AM - • AM) 



06:00 



0000 



24.00 



FT 



5MtN SAFETY MEETING ON RUNNING PKR & TBQ. OPEN WELL T.I.H7W BAKER LOK SET & ON A OFF 
TOOL 4 172 JTS 2-7/$ IPC TEC SET PKR PRESURED UP TO 600 PSI IT HELD GOT OFF ON ft OFF TOOL 
CIRCILATED 120 BBL$ PKR FLUID GOT BACK ON PKR PRESURED UP TO 600 PSI RUN CHART TURN 
WELL TO FNJ R.D.C1.M.O, 5:30 AM TO 7:30 PM 

WILL PUMP 2000 GALS ACID IN AM 



Tot«l Hours .24.00 



COSTS SUMMARY 



Cod* 



4l» 

424 
424 
421 
417 
417 
417 
410 



Description 



COMPLETION R«3 
SUPERVISION 
SUPERVISION 
ENVIRONMENTAL & SAFETY 
EQUIPMENT RENTAL 
EQUIPMENT RENTAL 
EQUIPMENT RENTAL 
TRANSPORTATION 



Tyj* 



INTN 
fNTN 
WTN 
INTN 
INTN 
INTN 
WTN 
WTN 



Servica Company 



BASIC ENEW3T 
SHERMAN TIPTON 
DCS 

LOBO TRUCKING 
9IC DAVET& RENTAL 
EOO STOCK 
LfcA COUNTY PURS 
OALE MEYERS 



Co«t 



14.500 

¥1,200 

9800 

$600 

$1,500 

♦1,200 

11,500 

$0 



CASING DATA 



Gating Name 



Dapth OD Weight 



Grada Conn 



Total CHiiy Cost: 
VNtelt Totrt Cost: 



$11,950.00 
$221,924 



Copyright © 1 W5-2004 t?y Epoch We« S»rvk»» Inc. Al right* wwwJ> 



07/24/2007 04:34 5053952B44 



SHERMANTIPTON 



PAGE 01 



6 



REPORT 1* 
LOS 



WELL SERVICE PEPOPT 
REDTANK FED <SWP1 #2 



PINAL REPORT 



Date Started: 
Service Unit 

Pumping Unit 
Time Clock: 
Prod. Csg, OO: 
Formation: 



7-23-07. 
6/2B/2007 
BASIC ENERGY RK5 1266 



% Run time 
5-1/2. 



County; LEA 



State; 



Date Completed: 07/23/07 
EQG Supervisor: 



SHERMAN TIPTON 



Lower Bell Canyon 



Recent Prod. Test 



BOPO 




DESCRIPTION OF EQUIPMENT IN HOLE 



Tubing 





frade 




Lnffth 




2-7/8. 


IPC 


172 






2-3/8x2-7/* 




X-Over 






2-7/R x 3" 




On & Off 


Tool 




24/1x6-1/2. 


PKR 


Baker lok 




BUT 



Size 



Pump: 



Pump Company 



Rods 

Safe it* 



Lnoth 



FaiHng Equipment: TBG 
Service; 



INJ. 



Location or Failure: 
Cause of Failure: 



Body 



Depth: 



601.35* 



Hole In Tbg 



Reason For Pulling Job: 

Description of Work Done: 6 mln safety meeting on running PKR & Tbg. Open well Lt.hJw Baker-Lok Set 
On & Off Tool & 1 72-jts 2-7/8 IPC Tbg set pkr presured up to 600 pel it held got off on & Off tool clrdlated 
pfcr fluid 120 bWe got back on pkr presured up 500 pel & run chart put on InJ, R,d. c Jmo, 5:30 am to 7:30 pm 
well pump 2000 gals add in am 



Changes Made to Design: emg patch eet from 420' to 440' IP 4-7/16 
Failures for Previous 24 mos.: 



Code* 



Description 



Cost Summary 



Service Company Cost 



BASIC EtMEftGY 
Sherman Upton 
Big Davies Rental 

DCS 

EOG Stock 
Lobo Trucking 
Dale Meyers Trucking 
Lea County Pkrs 



Completion Rig 
Supervision 
Equipment Rental 
supervision 

Equipment Rental, TBG 
Evironmental & Safety 
Transportation 
Equipment Rental 



INTFT 
INTN 
INTN 
INTN 
INTN 
INTN 
INTN 
INTN 



4500.00 
060.00 
600.00 
1200.00 
1500.00 
600.00 
1500.00 
1200.00 



Pr«vtou» Dally Cost: 209,974.00 Total Pally Cost: 11,950.00 WlHTrtff' tfrffr ^1 t y24.O0 



07/25/2807 64:58 



5053952844 



SHERMANTIPTON 



PAGE 91 
Pag* 1 



>»O0 resources 



DAILY COMPLETION AND WORKOVER REPORT 



EVENT * 1 DATE : 7/25/2007 



WELL: RED TANK FEDERAL SWD #2 



EVENT NO: 1 



OPERATOR : 
FIELD ; 
COUN7Y.ST. : 
AFE#; 
DHC: 

LOCATION ; 
SPUD DATE ; 
REPORTED BY: 
RIG CONTR. ; 
DAILY COST : 



EOO RESOURCES, INC 

RED TANK WEST 

LEA , NM 

LOE 

$0 



DIVISION: 

DISTRICT: 

TVD/MO; 

Wl%: 

CWC; 



MIDLAND 



100 



0/0 
NRI%: 



542 fsl 1956 fwl sec 14 t22s r32e (> 

1st sales ; 

sherman tipton last c6g : 

RIG: 

$6,1 50,00 CUM COST TO DATE : S228.074 



COMPLETION DAY: 
WELL TYPE; SWD 
PROP*: 041360 
PBTD: 
PCRfS: 
AFE TOTAL : $0 

TUBING SIZE: 

SHOETVD/MD: 

PHNBR: 



CREATE DATE: 7/25/2007 
WELL CLASS : LOE 
API #; 30-025-06113 
FORMATION : 

EOT: 
KBELEV: 
PACKER DEPTH: 
/ 



FROM 



TO 



MRS 



Ph 



Op 



Activity Last 14 Hourm - Operation* kt Sequence (6 AM - 6 AM) 



06:00 



06:00 



24.00 



5 MIN SAFETY MEETING ON PUMPING ACID. R.U. LOBO TRUCKING TO PUMP ACID STARTED 
PUMPING TBG PSI WAS 800 TO CAME UP TO 1050 P6I PUMP 2000 GALS OF 15% NEPE ACID A 15 
BBLS F/W FLASH R D LOBO TRUCKING TRUN ON INJ PUMP STARTED PUMPING PUMP ANOTHER 20 
PBLS & PRESURED STARTED TO FALL AFTER 15 MIN & 35 BBLS PRESURED CAME DOWN TO 600 PSI 

6 IT LOOKED LIKE IT WAS STILL FALLING LEFT WELL INJ 8:00 AM T0 10:00 AM 



Total Hours : 24.00 



COSTS SUMMARY 



Code 



Description 



Type 



Service Company 



Cost 



CASING DATA 



Citing Nam* 



Depth 



OD 



Wtfgfrt 



Conn 



424 
4U 



SUPERVISION 
STIMULATION 



MTU 

intn 



SHERMAN TIPTON 
LOBO TRUCKING 



1550 

15.500 
$0 



$6,150.00 
$228,074 



Total DatyCoet 
WeB TcH*l Cost: 



CopyrigM O 1M3-2004 by Epoch WeB Service* Inc. AH righto reserved. 



1625 N. French Dr., Hobbs. NM 88240 
DktrirJ 11 

81 1 South First, Artesia, NM 88210 
nktrief III 

1000 Rio Brazos RrL, Artec, NM 87410 
nkiriet rv 

2040 South Pacheco, Santa Fe, NM 87505 



State of New Mexico 
Energy, Minerals & Natural Resources 

OIL CONSERVATION DIVISION 
2040 South Pacheco 
Santa Fe, NM 87505 



Form C- 1 04 
Revised March 25, 1999 

Submit to Appropriate District Office 
5 Copies 

□ AMENDED REPORT 



I. REQUEST FOR ALLOWABLE AND AUTHORIZATIO 


NTO TRANSPORT 


i Operator name and Address 

E0G Resources. Inc. 
P. 0. Box 2267 
Midland. Texas 79702 


1 OGRID Number 
7377 


3 Reasoi 
CH. . 


i for Filing Code 

"&-1-2W0 


* API Number 
304) 25-08113 


s P^rfNanw 

— Red Tank; Delaware. Weat- 




7 Property Code * 


« Property Name 

Red Tank Federal 


» WeUNumbu 
2 



II. 



Surface Location 



UL or lot no. 
N 


Section 
14 


Township 
22S 


Range 
32E 


Lot Ida 


Feet from the 
542 


North/South Line 

South 


Feet from the 
1958 


East/West line 
West 


County 

Lea 


" Bottom Hole Location 


UL or lot no. 


Section 


Township 


Range 


Lotldn 


Feet from the 


North/South Line 


Feet from the 


East/West line 


County 


u LseCode 


13 Producing Method Code 

£\0O 


14 Gas Connection Date 


J5C-129 Permit Number 


16 C- 129 Effective Date 


17 C-129 Expiration Dale 



111. Oil and Gas Transporters 




Transporter Name 
and Address 




» POD ULSTR Location 
and Description 



IV. Produced Water 



» POD 



24 POD ULSTR Location and Description 



V. Well Completion Data 


« Spud Date 


2 * Ready Date 


V TD 


MPBTD 


29 Perforations 


» DHC, MC 



3) Hole Size 



" Casing & Tubing Size 



" Depth Set 



"Sacks Cement 



VI. Well Test Data 



33 Date New Oil 


» Gas Delivery Date 


37 Test Date 


™ Test Length 


39 Tbg. Pressure 


40 Csg. Pressure 


41 Choice Size 


« Oil 


« Water 


44 Gas 


4i AOF 


46 Test Method 


47 1 hereby certify mat me rules of the Oil Conservation Division have been 
complied with and that the information given above is true and complete to the 
best of my knowledge and belief. 


OIL CONSERVATION DIVISION 

Approved by: o~ \r »» ♦ • • ~ - ~. M ^ 

"'■ r>:,- ....... 


Printed name: 

Mite Francis 






! Title: 







TiUc: 

Agent for EOG Resources. 

Date: 



inc. 



R Approval Date: 



Phone: 



915-686-3714 



If this is a change of operator fill in the OGRID number and name of the previous operator 



Previous Operator Signature 



OGRID #26485. Burlington Resources Oil & Gas Co. ^ / ^. A 
Rick Gal legos. Landman 2V /SyOO 



Printed Name 



Title 



Date 



1625 N. French Dr., Hobbs, NM 86240 
District! 

81 1 South Fir*. ArtetJa, NM 88210 

1000 RfeBiazosRd., Aztec, NM 87410 
OtatrtctlV 

2O40 South Pacheco, Santa Fe ( NM 87905 



Energy, Mnerals & Natural Resources 

OIL CONSERVATION DIVISION 
2040 Smith Pacheco 
6antt Fa, NM 87506 



FoonC-104 
Revised March 25, 1999 

Submftto Appropriate District Office 
5Ceptoe 

I IaMENDED REPORT 



1. REQUEST FOR ALLOWABLE AND AUTHORIZATION TO TF 


EANSPORT 


*PkiMi*ln r ii iiini ■ 1 ,|,L ... 

\jpmmBf nmrm ejlQ AQQTes* 

EOG Resources, Inc. 
P.O. Bex 2287 
Midland, TX 79702 


^OGRID Number 
7377 


'Reason toe r^Hng Coda 
Nama chg amy 3-1-00 


4 API Number 
30-C25«113 


kul «■ ■ 

rwn ranif 
Rad Tank Dataware <W est) 


"Pool Coda 
51889 


'Property Cade 
14795 


^Property Name 
Rad Tank BTFadaral 


*We* Number 
2 



UL or lot no. 
N 


Section 

14 


Township 
22S 


Range 

32E 


Loildn 


Feet front lha 
542 


North/South Una 
South 


Faat from via 
1958 


EasVWest fine 
Wast 


County 

Ua 


1 'Bottom H 


ole Location 


UL or tot no. 


Section 


Township 


Range 


Loildn 


Faat from tha 


NoroVSouthUna 


Faat from tha 


EastfWeetKne 


County 


"Uadoda 


"Produdrig Method Code 


"Gas Connection Date 


^129 F*rm* Number 


1 \M29Elrec8vaDate 


"<>1 29 Expiration Date 



^^Transporter 

OGRO 


^Transporter Nama 
and Address 


■HalKafl 


*¥OOULSTR Location 
ana ueoenpoon 

























IV. Produced Water 
"POT 



a VODULSTRL«^nerrf Description 



2B Spud Date 






ronoisnons 


'^DHC, MC 


3, Ho!eSlze 


"Casing and Tubing Size 


"DapthSat 




































VI. Well Test Data 


"DateNawOH 


"Gas Delivery Date 


"Test Date 


^ert Length 


"Tog. Pressure 


4 ^Cag. Piaasura 


"Choke Size 




•"Water 


•"Gas 


**AOF 




a lhM*byotn%thiA1h«r\teof thvOHConMivaoOT DrvMonha^besncompaidwriti 
and IhetSte infortwllofl gtanebovtlttrueand ownpJste teste best of my knomtedas 
belief. 

Signature: S S *~~y 


OIL CONSERVATION DIVISION 
Approved by: 


Printed Nama* 

Mica Francis 


riba: 


Title: 

Agent 


Approval Date: 


Date: SffiUOO IPhonc 91S658-3714 




^thte Is a tftano^ttf operator fin m the 


Piavfous Operator Slgnatura PrintedNama TWa Date 



District I 

1625 N. French Dr., Hobbs. NM 86240 
District II 

81 1 South First. Artesia, NM 8821 
District III 

1000 Rio Brazos Rd, Artec, NM 87410 
OMrfct fV 

2040 South Pacheco, Santa Fe, NM 87505 



State of New Mexico 
Energy, Minerals & Natural Resources 

OIL CONSERVATION DIVISION 
2040 South Pacheco 
Santa Fe, NM 87505 



FormC-104 
Revised March 25,1999 

Submit to Appropriate District Office 
5 Copies 

□amended REPORT 



I. 



REQUEST FOR ALLOWABLE AND AUTHORIZATION TO TRANSPORT 



1 Operator name and Address 

EOG Resources, Inc. 
P.O. Box 2267 
Midland, TX 79702 


z OGRID Number 
7377 

^Reason for Filing Code 
Name chg only 3-1-00 


"API Number 
30-025-08113 


B Pool Name 
Red Tank Delaware (West) 


*Poo1 Code 
51689 


'Property Code 
■44790 ^Jt 5^7^ 


^Property Name 
Red Tank BT Federal 


•Well Number 
2 


II. lw Surface Location 


UL or lot no. 
N 


Section 

14 


Township 
22S 


Range 
32E 


Lot Idn 


Feet from the 
542 


North/South Une 
South 


Feet from the 
1958 


East/West line 
West 


County 

Lea 


' 'Bottom Hole Location 


UL or lot no. 


Section 


Township 


Range 


Lot Idn 


Feet from the 


North/South Line 


Feet from the 


East/West line 


County 


u LseCode 


"Producing Method Code 


14 Gas Connection Date 


"C-1 29 Permit Number 


"C-129 Effective Date 


17 C-129 Expiration Date 



OH and Gas Transporters 



transporter 
OGRID 


transporter Name 
and Address 


»POD 


*0/G 


22 POD ULSTR Location 
and Description 













IV. Produced Water 



q Pod" 



iA POO ULSTR Location and Description 



K Spud Date 


2ft Ready Date 


"TD 


"PBTD 


^Perforations 


^DHC.MC 


"Hole Size 


"Casing and Tubing Size 


**DepthSet 


*Sacks Cement 


































VI. Well Test Data 



*Date New OD 


"Gas Delivery Date 


"Test Date 


lest Length 


"Tbg, Pressure 


^Csg. Pressure 


41 Choke Size 


43 0il 


i3 Water 


w Gas 


W AOF 


test Method 



"l hereby certify that the rules of the Oil Conservation Division have been compiled wth 
and that the Information given above is true and complete to the best of my knowledge 
and belief. 

Signature: y n — ^ 



OIL CONSERVATION DIVISION 



Approved by; ^„, ,. rfT r ,^. ,,_ r „ w r*>v-'r\ 



Printed Name: 



Title: 



Mike Francis 



Title: 



Approval Date: 



Agent 



jPhone: 915-686-3714" 



Date: 



5/9/00 



^f^msTc^anp'ofo^ratorWin the TCRlTnurnoerand name of the previous operator 



Previous Operator Signature 



Printed Name 



Title 



Date 



